ABOUT THE COVER 


The Chapel located in the Village of North Clarendon had it’s beginning In 
September, 1871, when Clarendon citizen Alvin Hayward sold a parcel of ground (op 
proximately 30’ by 45’) to Benjamin Marshall, for the purpose of erecting a building, 
according to the deed, for the purpose of the building being used for Sabbath School, 
and for religious services. It is believed that the Baptist Church was the first to have SGI'° 
vices. 

In July of 1920 the Rutland Baptist Society, according to a deed of record, sold tllQ 
Chapel to a Board of Trustees, who sold the Chapel to another group in 1943 who 
formed the North Clarendon Chapel and Community Society. This group authored 
the Constitution of By-Laws which are still in force. 

In October of 1980 the annual meeting of the Society was held and the By-Laws 08 
written in 1943 were reaffirmed by the members present. 

The Chapel is used on Sundays and Thursdays by the New Hope Baptist Church 
who leased the building in July of 1978. 

The Chapel is available to people in the community who may not be members. It ll0B 
been used for suppers, square dancing, weddings, birthday parties and crafts, Boy 
Scouts and Cub Scouts. 
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TOWN OF CLARENDON, GENERAL FUND 
COMPARATIVE BALANCE SHEET DECEMBER 31. 1980 



Dec. 31, 

Dec. 31, 


1979 

1980 

ASSETS: 

Cash 

$130,092 

$108,180 

Delinquent Taxes (net reserve for uncollectible ac- 

counts) 

81,510 

123,167 

Miscellaneous receivables 

528 

2,303 

Due from HUD 

(15) 


Deferred payments 

7,401 

5,285 

TOTAL ASSETS 

$219,516 

$238,935 

LIABILITIES AND FUND BALANCE 

Tax Anticipation Loan 

$150,000 

$150,000 

Accounts payable 

6,820 

7,436 

Federal withholding tax payable 

351 

515 

FICA payable 

1,473 

910 

Vt. withholding tax payable 

222 

479 

Due to the Equipment Fund 

18,797 

10,074 

Accrued interest payable (tax anticipation loan) 


2,211 

TOTAL LIABILITIES 

$177,663 

$171,625 

FUND BALANCE 

41,853 

67,310 

TOTAL LIABILITIES & FUND BALANCE 

$219,516 

$238,935 


TOWN OF CLARENDON, VERMONT GENERAL FUND 
ANALYSIS OF CHANGES IN FUND BALANCE 
FOR THE YEAR ENDED DECEMBER 31, 1980 

$32,686 

9,168 
$41,854 

$298,638 
273,182 

25,456 
67,310 

Note*: 

The General Fund Balance at Decembe 31, 1979 has been restated to reflect the 
following correction. 

Fund Balance, surplus as previously stated—December 31, 1979 $32,686 

Correction to Delinquent Taxes (net reserve for uncollectable 
accounts) 9,168 

Fund Balance surplus as restated-December 31, 1979 $41,854 


Fund Balance Surplus, January 1, 1980 
as previously reported 
Adjustments-(Note *) 

Fund Balance Surplus-Restated 

Add: Excess Revenues over Expenditures 

Revenues 

Expenditures 


Fund Balance-December 31, 1980 


2 


3 










TOWN OF CLARENDON, VERMONT 
STATEMENT OF REVENUE & EXPENSE-BUDGETED & ACTUAL 

GENERAL FUND 


TOWN OF CLARENDON, VERMONT 
STATEMENT OF REVENUE & EXPENSE-BUDGETED & ACTUAL 
GENERAL FUND (Continued) 


1980 

Budget 


RECEIPTS: 


Current Taxes 

$179,400 

abatements 

(10,196) 

Net Taxes 

169,204 

State of Vt.-Highways 

42,200 

Federal Revenue Sharing 

34,100 

Transfer from Equipment Fund 


Transfer from Town Hall Fund 

4,900 

Dog Licenses 

1,200 

Planning Commission & Board 


of Adjustment Fees 

1,500 

Warrant Fees 

4,000 

Interest Income 

8,300 

Miscellaneous Income 

1,000 

1980 Surplus 

32,686 

TOTAL RECEIPTS 

$299,090 

EXPENDITURES: 


General Government 


Aud ting-regular 

300 

Auditing-special 


Constables 

1,050 

Elections 

1,000 

Planning Comm. & Board 


of Adjustment 

1,400 

Selectmen 

1,500 

Listing 

4,500 

Town Clerk 

3,000 

Town Hall Expense 

11,100 

Treasurer 

6,800 

Vt. Retirement Program 

600 

Unemployment Comp. 

500 

Cemetery Maintenance 

1,500 

Clarendon Fire Assoc.-Tax 

2,50Q 

Revenue Sharing 

2,500* 

County Tax 

2,700 

Dog Damage 

500 

Insurance-Blue Cross 

1.5Q0 

Insurance-Bldgs. & Equip. 

7,100 

Interest 

11,700 

Landfill 

8,600* 

Legal Notices & Services 

3,500 

Legal Notices 


Legal Fees 


Social Security-Town Share 

3,900 

Town Report 

1,300 


1980 

Actual 

1981 

Actual 

Over 

Budget 


(Under) 

Budget 


$179,888 

$ 488, 

$184,000 

(5,367) 

4,829 

(5,306) 

174,521 

5,317 

178,694 

46,585 

4,385 

42,600 

31,800 

(2,300) 

32,300 

15,204 

15,204 

4,000 

4,873 

(27) 

- 0 - 

1,206 

6 

1,200 

1,070 

(430) 

1,200 

6,498 

2,498 

4,500 

15,897 

7,597 

8,500 

984 

(16) 

1,000 


-0- 

25,456 

$298,638 

$ (452) 

$299,450 


300 

-0- 

300 

3,500* 

1,325 

(275) 

1,350 

973 

27 

1,000 

1,180 

220 

1,200 

1,500 

-0- 

1,500 

4,703 

(203) 

3,000 

2,400 

600 

13,500 

18,186 

(7,086) 

6,700 

6,537 

263 

6,600 

703 

(103) 

800 

794 

(294) 

810 

1,401 

99 

2,000* 

2,500 

-0- 

2,500 

2,500* 

-0- 

3,500* 

2,703 

(3) 

“2,900 

756 

(256) 

500 

1,183 

317 

1,350 

5,871 

1.229 

7,000 

10,505 

1,195 

13 ,.000 

8,550* 

50 

9,300* 

5,874 

(2,374) 

1,000 

6,000 

3,616 

284 

4,400 

1,605 

(305) 

1,400 



1980 

1980 

Actual 

1981 


Budget 

Actual 

(Over) 

Under 

Budget 

Budget 

Expenditures (continued): 

Vt. Extension Service 

590 

588 

2 

590 

League of Cities & Towns 

520 

521 

(1) 

600 

Town Hall Fund 

14,900 


14,900 

—0- 

Regional Planning 

770 


770 

860 

Visiting Nurse Association 

2,200 

2,200 

-0- 

2,400 

Office of Aging-Meals 

500 

500 

-0- 

600 

Selectmen’s Adm. Ass’t. 

1,800 

1,683 

117 

2,000 

Rutland Mental Health 

1,500 


1,500 

1,600 

Rutland Opportunity Council 

200 


200 

500 

Alcoholism Inf. Center 

230 


230 

640 

Industrial & Commercial 

Dev. Commission 

5,000 

435 

4,565 

2,500 

Rutland Co. Solid Waste 

District 

1,230 

1,230 

-0- 

1,800 

Town Fire Warden 

600 

732 

(132) 

250 

Contingency 

10,000 


10,000 

10,000 

Other Expenditures 

' ^265a#* 

«(265h 

—0— 

TOTAL GENERAL GOV’T 

$119,090 

$ 93,819 

$ 25,271 

$ 119,450 

HIGHWAY MAINTENANCE 

Winter-Class II 

$ 41,000 

$ 43,330 

$ (2,330) 

$ 44,100 

Winter-Class Ill 

30,000 

24,087 

5,913 

28,300 

Summer-Class II 

48,000 

52,878 

(4,878) 

60,300 

Summer-Class III 

38,000 

23,063 

14,937 

29,300 

Special Projects 

10,000* 

7,700* 

2,300 

10,0.00* 

TOTAL HIGHWAY MAINT. 

$167,000 

$151,058 

$ 15,942 

$172,000 

CAPITAL EXPENDITURES 

Radios for Constables 

$ 3,000* 

$ 3,100 

$ (100) 

$ -0- 

Dump Truck 

Office Photo Copier 

Road Sander 

Road Snow Plow 

10,000* 

25,205 

(15,205) 

-0- 

4,000* 

1,850 

2,150 

TOTAL CAPITAL EXPEND. 

$ 13,000 

$ 28,305 

$ (15,305) 

$ 8,000 

TOTAL EXPENDITURES $299,090 

1980 Excess Receipts Over Expenditures 

$273,182 

$ 25,908 

$ 25,456 

$299,450 

'Denotes expenditures made from Revenue Sharing Funds. 
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TOWN OF CLARENDON, VERMONT 
TOWN HALL RENOVATION FUND 
BALANCE SHEET 
December 31, 1980 


ASSETS 


Cash in Savings 

$ 

- 0 - 

TOTAL ASSETS 

T 

— 0 - 

LIABILITIES AND FUND BALANCE 

Total Liabilities 

$ 

- 0 - 

Fund Balance 

$ 

- 0 - 

TOTAL LIABILITIES & FUND BALANCE 


- 0 - 


TOWN OF CLARENDON, VERMONT 
TOWN HALL RENOVATION FUND 

STATEMENT OF REVENUES, EXPENDITURES AND 
CHANGES IN FUND BALANCE 
FOR THE YEAR ENDED DECEMBER 31, 1980 

Revenues: . $ 


TOTAL REVENUES 

$ -0- 

Expenditures: 

$4,873.00 

Transferred to the General Fund 

Fund Balance on January 1, 1980 

$4,873.00 

Fund Balance on December 31, 1980 

$ -0- 


TOWN OF CLARENDON, VERMONT 
EQUIPMENT FUND 
BALANCE SHEET 
DECEMBER 31, 1980 

ASSETS 

Cash $ 94,565 

Due from the General Fund 10,074 


TOTAL ASSETS $104,639 

LIABILITIES AND RETAINED EARNINGS 
Retained Earnings $104,639 


TOTAL LIABILITIES & RETAINED EARNINGS $104,639 

TOWN OF CLARENDON, VERMONT 
EQUIPMENT FUND 


STATEMENT OF REVENUES, EXPENDITURES 
AND RETAINED EARNINGS 
FOR THE YEAR ENDED DECEMBER 31, 1980 


Revenue: 

Rentals-net $ 11,277 

Interest 7,139 

TOTAL REVENUE $ 18,416 

Expenditures: 

Transfer to General Fund $ 15,204 

Revenues over expenditures 3,212 

Retained Earnings-January 1, 1980 . 101,427 

Retained Earnings-December 31, 1980 $104,639 
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. TOWN OF CLARENDON, VERMONT 
REVENUE SHARING TRUST FUND 
BALANCE SHEET 
DECEMBER 31, 1980 


Assets 


Cash 


$ 53,697 

Accounts receivable-Revenue Sharing 


8,736 

TOTAL ASSETS 


$ 62,433 

Liabilities and Fund Balance 


Total Liabilities 


$ -0- 

Fund Balance 


$ 62,433 

TOTAL LIABILITIES & FUND BALANCE 

l 

$ 62,433 


TOWN OF CLARENDON, VERMONT 
REVENUE SHARING TRUST FUND 

STATEMENT OF REVENUES, EXPENDITURES AND 
CHANGES IN FUND BALANCE 
FOR THE YEAR ENDED DECEMBER 31, 1980 


Fund Balance. Jan. 1, 1980 
Revenues: 

Revenue Sharing 

Interest Income 

1980 

Budget 

$ 34,100 
-0- 

1980 

Actual 

$ 55,449 

$ 35,098 
3,686 

Actual 

Over 

(Under) 

Budget 

$ 998 

3,686 

1981 

Budget 

$ 32,300 
-0- 

TOTAL REVENUE 

$ 34.100 

$ 38,784 

$ 4,684 

$ 32,300 

Expenditures: 





Fire Association 

$ 2,500 

$ 2,500 

$ -0- 

$ 3,500 

Landfill 

8,600 

8,600 

-0- 

9,300 

Audit-Revenue Sharing 




3,500 

Highway-Special Projects 

10,000 

7,700 

(2,300) 

10,000 

Capital Expenditures— 





Radios for Constables 

3,00 

3,000 

-0- 

_ 

Dump Truck 

10.000 

10,000 

-0- 

_ 

Office Photo Copier 

-0- 

-0- 


4,000 

Cemetery Maintenance 

-0- 

-0- 


2,000 

TOTAL EXPENDITURES 

$ 34.100 

$ 31,800 

$ (2,300) 

$ 32,300 

Increase in Fund Balance 


$ 6,984 



Fund Balance. December 31. 1980 


$ 62,433 
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GENERAL FUND 

Treasurer’s Report of Cash Receipts & Disbursements 


Cash in Bank and on Hand, January 1, 1980 
RECEIPTS: 

Current Taxes $577,058.19 

Delinquent Taxes & Interest 48,559.15 

State of Vermont-Highways 46,585.00 

-Railroad Tax 340.25 

Equipment Fund 15,204.40 

Federal Revenue Sharing 36,800.00 

Dog Licenses 1,206.00 

Beverage Licenses 350.00 

Permits & Board of Adjustment Fees 1,069.62 

Copier Fees 33.50 

Insurance Refunds & Reimbursments 3,022.53 

Town Hall Fund 4,872.77 

Misc. Receipts 692.74 

Tax Anticipation Loan 150,000.00 

Interest from Investments 15,897,44 

TOTAL RECEIPTS $901,691.59 $1,031,784.27 

DISBURSEMENTS: 

1980 School Tax $488,754.00 

Selectmen’s & Highway Orders 409,849.86 

Transferred to Revenue Sharing 5,000.00 

Transferred to Equipment Fund 20,000.00 

TOTAL DISBURSEMENTS $923,603.86 

Cash in Bank and on Hand, December 31, 1980 $ 108,180.41 

TOWN OF CLARENDON, VERMONT 
STATEMENT OF TAXES RAISED 
FOR THE YEAR ENDED DECEMBER 31, 1980 


$ 130,092.68 


1980 Grand List: 

Property Valuation $25,599,127 x 1% 
Late Additions 117,874x1% 


$255,991 

1,179 


Taxes Assessed and Billed 
General Fund 
Town School District 

TOTAL 

Taxes accounted for 
Received by Treasurer 
Turned over to Tax Collector 
Abated from the 1980 Delinquent Tax List 
Received from Treasurer 
Abated from 1980 Taxes Billed 


$257,170 

$179,888 

488,754 

$668,642 

$575,531 

87,744 

(1,527) 

1,527 

5,367 


TOTAL 


$668,642 
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, TOWN OF CLARENDON, VERMONT 
statement OF CASH ON HAND AND SAVINGS DEPOSITS 
FOR THE GENERAL FUND, EQUIPMENT FUND AND 
REVENUE SHARING FUND 
AS OF DECEMBER 31, 1980 


- 

Principal 

General Equipment 

Revenue 



Fund 

Fund 

Sharing 

Fund 

Term Certificate 

Rutland Savings Bank 

15.125% 1 

$231,500.00 

$108,872.71 

$ 93,987.80 

$ 2^639.49 

Howard Bank and Trust Co. 
(Passbook) 5.25% 

Marble Savings Bank 
(Passbook) 5.50% 

24,684,59 

1,456.74 

555.55 

527.98 

23,601.06 

1,456.74 


Rutland Savings Bank 48.76 48.76 

(Passbook) 6.50% 

Proctor Trust Co. 


Checking Acct. 

(1,247.85) 

(1,247.85) 



Total Cash on Hand and Sav¬ 
ings Deposits 

Total Interest Earned for the 
Year Ended Dec. 31, 1980 

’ $256,442.24 

$ 24,419.25 

$108,180.41 

$ 13,594.16 

$ 94, 564.54 

$ 7,138.55 

$ 53,697.29 

$ 3,686.54 


TOWN OF CLARENDON* VERMONT 
Equipment and Building Assets at December 31, 1980 


o 

HIGHWAY EQUIPMENT: 

Ford Dump Truck 5-Z Yard (1980) $ 38,500.00 

International Dump Truck 5-7 Yard (197.6) ', 13,000.00 

Austin Weston Grader (1974) * , 46,000.00 

Ford / z Ton Pickup (1977) 2,500.00 

Fiat-Allis Loader 1 3 A Yard (1978) 27,440.00 

Tractor and Mower (1977) o. 700 nn 

Rock Rake (1977) UiaOO 

Sanders (2) Snow Plows (3) & Misc. Equipment 2,500.00 


BUILDINGS: 

To\vn Garage (1973) $ 10,400.00 

Equipment Shed (1976) c. o fi n qo 

Town Hall (1977-1980) 46,179.00 


$ 61.93&00 
$197,588100 


TOTAL EQUIPMENT AND BUILDING ASSETS: 


SELECTMEN & HIGHWAY ORDERS 


Salaries 

Highway: 

Louis Allen $ 5,157,30 

Russell Carleton, Jr. 7,677.20 

Kevin Kuhn 226.30 

Carl Lanfear 2,739.63 

Stephen Lanfear 12,353.76 

Walter Wade 9,271.92 

Bernard Wheeler 4,327.10 

$ 41,753.21 

General: 

Karen. Abare $ 16.50 

Gilbert Baker 250.00 

Yvette Bourassa 100.00 

Mae Belle Byrne 2,721.00 

J. Henry Byrne 1,338.00 

Russell Carleton 500.00 

Gladys Congdon 60.00 

Gerald Cook 500.00 

Ruth Hebert • 310.28 

Irene Hill 40.00 

Aleta Holden 1,975.50 

John Holden 322.50 

Ann Hubbard 5,275,31 

Edna Ingalls 553.24 

David Murray 520.00 

Robert Neil 514.50 

Monica Poro 2,539.00 

Zeola Raiche 20.00 

Paul Shedd 2,715.00 

Helen Squier 40.00 

Willard Squier 100.00 

Alf Strom-Olsen 500.00 

Elizabeth Wehse 27.00 

Lahja Wilson 60.00 

$ 20,997,83 

TOTAL SALARIES $ 62,751.04 

Karen Abare-BOA $ 12.00 

Wayne Adams-Dog Damage 450.00 

Agway, Inc.—Cemetary & Highway 47.85 

Agway Petroleum-Highway 2 ? 084.80 

American Glass-Town Hall Repairs 393.04 

Gilbert Baker-Mileage 74.30 

Ray Beane, Inc.-Highway 1,844.08 

Ben’s Uniforms, Inc.-Constables Supplies 40.82 

Blake Equipment Co.-High way 365.72 

Blue Cross-Blue Shield 1,548.73 
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SELECTMEN & HIGHWAY ORDERS (Continued) 


Mae Belle Byrne-Town Office Supplies 

26.51 

Marilyn Candlish-Town Report Cover 

35.00 

Campbell Supply Corp-Highway 

170.74 

Terry Carleton-Highway 

21.70 

Russell Carleton-Highway 

$ 21.70 

J.P. Carrara & Sons, Inc.-Highway 

3,807.15 

Ray Casella-Landfill 

8,550.04 

C.V.P.S. 

1,595.69 

Chadwick-BaRoss, Inc.-Highway 

4,861.82 

Clarendon Fire Assoc. 

5,000.00 

H.E. Clark Lumber Co., Inc.-Highway 

52.50 

Computer Services, Inc.-Grand List & Tax Bills 1979 & 1980 

909.54 

CO-OP Fire Insurance Co. 

20.00 

Corcoran Auto-Highway 

374.76 

Corsones & Hansen 

1,585.00 

Division of Property Validation & Review-Listing 

19.21 

Chet Doaner Sales & Service, Inc.-Highway 

27.45 

Douglas Earle-Cemetary 

228.00 

Eastman’s-Office Supplies 

99.56 

Eddies Gulf Service-Highway 

32.00 

H.A. Eddy Oil co: 

1,191.85 

Foley Distributing Corp.-Highway & Office Supplies 

95.62 

Foster Truck, Inc.-Highway 

30.50 

Giddings MFG-Highway 

960.71 

Bradley Gilman-Cemetary 

340.00 

Connie Gilman-Cemetary 

101.00 

Michael Gilman-Cemetary 

252.00 

Giroux Screen Print, Inc.-Highway 

81.23 

Gorman Bros., Inc.-Highway 

2,781.00 

Hall & McChesney, Inc.-Recording Supplies 

611.52 

Frederick Harlow-Selectmen’s Salary 

500.00 

John Holden-Listing Supplies 

9.20 

George Holden-Vault Repairs 

160.00 

Holmes Transportation, Inc.-High way 

14.58 

Howard’s Fire Control-Highway 

10.75 

Ann Hubbard-Treasurer Supplies 

70.05 

Edward Hubbard-Bridge Project (Concrete) 

5,840.00 

Huntoon’s-Office Equipment Repairs 

228.24 

Enda Ingalls-Zoning Mileage & Cemetary 

113.87 

International Salt Co., Inc.-Highway 

16,737,50 

Interstate Equipment, Inc.-Highway 

1,128.02 

Kar Products-Highway 

1,717.09 

Killington Wood Products-Highway 

475.42 

F.P. King-Town Hall Repairs 

150.30 

Kevin Kuhn-Highway 

15.50 

W.C. Landon, Inc.-Highway & Office Supplies 

466.66 

Jeanine Loomis-Cemetary 

128.00 

Roger Loomis-Cemetary 

223.00 

Nick Louras-Highway 

82.50 

Macomber, Inc.-Highway 

'56.32 


SELECTMEN & HIGHWAY ORDERS (Continued) 


Joseph Marotti Co.-Office Supplies & Vault Door 

6,684.53 

Maynard Auto-Highway 

2,636.53 

McAuHffe’s-Office Supplies 

1,033.30 

McCormack Machine Co.-Highway 

1,256.56 

Merriam Graves Corp.-Highway 

305.38 

Middlesex Fire Equip. Co.-Fire Warden 

43.00 

Mintzer Bros., Inc.-Highway 

561.83 

David Murray-Mileage 

295.05 

The National Survey-Listing (maps) 

15.25 

N.E.T.-Offices & Highway 

1,366.92 

Oakman Electric 

111.10 

Thomas O’Brien-Indus. & Commer. Dev. Comm, (postage) 

70.14 

Otter Creek Grange-Cemetary 

25.00 

Otter Creek Lumber-Highway 

4.55 

Patch’s Petroleum Corp., Inc.-Highway 

$ 10,899.49 

Pike Industries-Bridge Project 

745.04 

Sam Poljacik-Highway 

30.00 

Monica Poro-Office Supplies 

5.00 

Frank Porter-Dog Damage 

75.00 

Prints of Wales 

1,945.11 

F.L. Putnam & Co.-Office Equipment 

60.00 

Proctor Trust Co.-Tax Antic. Loan & Interest 

161,219.18 

Q'uickprint 

68.98 

Radio Shack-Highway 

71.85 

Randall Co., Inc.-Highway 

165.52 

Reynolds & Sons, Inc.-Highway 

780.08 

A1 Ridlon-Town Hall Repairs 

390.00 

Royal Glass & Lock Co.-Town Hall Repairs 

20.45 

Ross Insurance Co. 

2,058.00 

Nick Rudenis-Highway 

507.15 

Rutand Area Visiting Nurse Assoc. 

2,200.00 

Rutland Area Voc-Tee Center-Printing 

41.70 

Rutland Auto-Highway 

644.48 

Rutland County Humane Society-Dog Damage 

120.00 

Rutland County Solid Waste District 

1,229.60 

Rutland County Treasurer-County Tax 

2,703.24 

Rutland Herald-Advertising 

1,138.33 

Rutland Printing 

171.70 

Rutland Region Chamber of Commerce 

12.60 

Rutland Regional Planning Commission 

678.00 

Rutland Vet. Clinic-Dog Damage 

110.50 

Safeguard-Treas. Supplies 

20.72 

Seward Sales & Service, Inc.-Highway 

827.36 

Paul Shedd-Listing Supplies 

58.80 

Snap-On Tools, Corp.-Highway 

990.10 

Snooks Tooth & Blade-Highway 

25.50 

D.B. Smith & Co., Inc.-Fire Warden 

595.90 

So. Western Vt. Nutritional Project 

500.00 

John C. Stewart & Sons, Inc.-Highway & Dump Truck 

24,059.18 

Robert Stimson-Town Hall Repairs 

1,032.12 
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Suker Communications-Constables Radios 3,136.25 

A. Jeffery Taylor-Legal Fees 3,247.90 

T ay lor Rental-Highway 41.50 

James Tiraboschi-Mileage 160.33 

The Tire Barn-Highway 126.12 

Toolcraft Rentals-Highway 39.00 

T. &T. Tractor & Equip., Inc.-Highway 31.20 

The Travelers Insurance Co. 1,605.00 

Trees Incorporated-Highway 140.00 

Turner Electric-Highway 5.75 

U. S. Postmaster ' 806.77 

Vernon Graphics, Inc.-Indus. & Commer. Dev. Comm. 240.00 

Vt. Agricultural Extension Service 588.00 

Vt. Emergency Medical Services 25.00 

Vt. Dept, of Forest & Parks-Fire Warden 62.00 

Vt. Dept, of Motor Vehicles-Highway 6.00 

Vt. League of Cities & Towns-Dues & Unemployment Comp. 1,360.10 

The Vt. Locksmith-Vault Repairs 263.80 

Vt. Protective Coatings-Town Hall Repairs 1,379.96 

Vt. State Ret. System 544.31 

Vt. State Treasurer-Highway Resurfacing 3,402.70 

Vt. State Treasurer-Social Security 3,566.09 

Walter Wade-Town Office Maintenance 152.25 

Elizabeth Wehse-Planning Comm. Supplies 36.73 

Frank W. Whitcomb-Highway 25,428.07 

Reginald Wilson-Indus. & Commer. Dev. Comm. 70.14 

Xerox Corp. -Copier Repairs & Supplies 619.15 

Young’s Spring & Welding-Highway 532.74 

TOTAL ORDERS $347,098.82 

TOTAL ORDERS & SALARIES $409,849.86 


We have examined the books and records of the town officers and the results are 


contained herein. 


Respectfully submitted 
Arthur W. Knox, Sr. 


Yvette M. R. Bourassa 


Shirley A. Teer 


DELINQUENT TAXES 



Warrant 


Abated 



Issued 


From 

Due 


4-5-80 

Collected 

Warrants 

12-31-80 

1964 

30.34 


30.34 


1965 

47.05 


32.80 

14.25 

1966 

194.50 


194.50 


1967 

321.81 


154.40 

167.41 

1968 

393.60 


117.60 

276.00 

1969 

421.58 


204.15 

217.43 

1970 

1,688.15 


468.93 

1,219.22 

1971 

1,574.66 

17.40 

542.05 

1,015.21 

1972 

1,736.56 


399.03 

1,337.53 

1973 

2,653.00 


854.00 

1,799.00 

1974 

3,983.34 

611.48 

319.95 

3,051.91 

1975 

3,757.49 

87.25 

210.00 

3,460.24 

1976 

9,374.30 

1,286.78 

1,916.89 

6,170.63 

1977 

17,248.17 

2,160.67 

3,725.74 

11,361.76 

1978 

24,617.94 

9,089.31 

1,921.21 

13,607.42 

1979 

39,363.64 

17,626.21 

1,073.66 

20,663.77 

Sub Total 

107,406.13 

30,879.10 

12,165.25 

64,361.78 

Due Oct. 1980 

87,531.70 

25,102.04 

3,737.50 

58,692.16 

Total 

$194,937.83 

55,981.14 

15,902.75 

123,053.94 

Warrant Fees 


14.85 



Interest 


5,894.45 



Paid to Treasurer 


61,890.44 



Submited Jan. 14, 1980 by John C. Colvin, Tax Collector 



Balance 





Due 




1965 





Belden, Richard 

14.25 





14.25 




1967 





Duprey, J. 

95.33 




Scott, Clyde & Dorothy 

30.23 




Trombley, Stan & Barb 

41.85 





167.41 




1968 





Blackmer, Earl & Pearl 

12.00 




Della Croce, Rodney Solveig 105.60 




Nemith, Louis & Barb 

57.60 




Pratt, David 

100.80 





276.00 
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1969 


* Corey, Archie & Juanita 

117.80 



Adams, John 

97.65 

Demaio, Richard 

38.00 

Peer, Richard W. 

12.90 

Freeborn, Peter &'Carol 

29.10 

Driere, Rachel 

110.20 

Pelletier, Norman 

12.90 

Nemith, Louis & Barb 

55.80 

Eccleston, Jacqueline & Harold 85.75 H 

Prescott, Ruth, Ernest 

25.80 

Stillings, Gerald 

34.88 

Hayes, John 

26.43 

Reed, Lorraine 

12.90 

_ 


McKenna, John 

26,43 

Rogers, Robert L. 

2.50 


217.43 

Roberts, Charlene & Donald 

102.64 

Russell, William, Patricia 

217.25 



Stillings, Gerald 

57.00 

Sawyer, Mary, Norman 

25.80 

1970 

/qiT' 3*- 

Ward, Calvin & Marion 

74.12 

Scholl, Peter J. 

12.90 

Atwood, Deloris & David 


Rell Associates 

190.00 

Smith, Diane 

12.90 

Brzoza, Stanley 

1.6.84 



Steele, Diane, Richard 

25.80 

Carly, James 

13.84 


1,337.53 

Stillings, Gerald 

59.25 

Colburn, Albert & Grace 

79.58 



Stobar, Linda, Eugene 

25.80 

Hinkley, Roberta 8c, Howard 

57.31 

1973 


Stone, Gerald, Patricia 

25.80 

Holmes. Robert 

11.92 

Pitts, 

87.50 

Stopek, Allen 

12.90 

Jordan, Chas. & Minnie 

6.92 

Corey, Archie & Juanita 

108.50 

Taylor, Ronald L, 

12.90 

Kretz, Dalton 

186,84 

Eccleston, Jacqueline, Harold 115.50 1 

, Thomas, Frank 

12.90 

Marshall, Barbara 

235.28 

Hoessler, Sandra, Donald 

28.00 

Trombley, Edward 

12.90 

Nemith, Louis & Barb 

55.36 

Murphy, Mrs. Richad 

45.50 

Tugeon, Lisa, Edward 

189.60 

Roberts, Charlene 

31.14 

Parker, Myra 

133.00 

Turgeon, Micheline, Bertrand 

25.80 

Roberts, Donald 

112.45 

Stillings, Gerald 

52.50 

Turgeon, Helene, Herve 

187.75 

Stillings. Gerald 

51.90 

Atwod, Denise, Victor 

133.00 

Voyer, Diane, Norbert 

215.40 

Stiles. Walter 

173.00 

Carey,.James 

101.50 

Wallet, Michael 

12.90 

Withington, Harry 

41.52 

Root, Allen 

56,00 

Williams, John, Gloria 

18.10 

•__ 


Day, Gerald 

175.00 

Longley, Edna 

210.40 


1.219.22 

Longley, Edna 

175.00 

Williams, Phyllis 

12.90 



Ludwig, Frank 

210.00 

Algers, Sharon, Richard 

16.51 

1971 


Muscatiella, Bert 

199.50 

Atwood, Victor, Dennis 

175.90 

Atwood, Delores & David 

137.35 

Potter, Stanley, Robie 

178,50 

Bruno, Dorn 

12.90 

Casey. Mary 

40.20 



Lobdell, Susan 

12.90 

Corey. Archie & Juanita 

103.85 


1,799.00 

Thiebeautt, Raymond 

277.55 

Dalton. Kretz 

147.40 



Drew, Ralph, Elmira 

25.80 

Demaio, Richard 

33.50 

1974 


Larson, Brian 

138.25 

Hinkley. Howard 

67.00 

Alborti, Gene, Lois 

25.80 

Bushey, Linda 

12.90 

Jordan, Chas. & Minnie 

6.70 

Balch, Harmond Est 

7.90 

Bruno, Anthony 

12.90 

Murphy. Marjorie & Edward 

46.71 

Bizon, Stanley, Marie 

25.80 

Fitzgerald, Joel 

214.35 

Parker, Myra 

74.05 

Corey, Juanita, Archie 

148.25 

■ Ecclestorl, Jacqueline, Harold 156.15 

Roberts. Charlene & Donald 

30.15 

Doty, Cynthia 

12.90 

l - 


Sowia. Nelson 

67.00 

Dougharty, Lorraine, James 

25.80 

1 3,051.91 

Stillings, Gerald 

50.25 

Graham, Michael 

12.90 



Stockman, Jeffrey 

50.25 

Horwadel, Betta, John 

25.80 

1975 


Veilleux, Paul 

160.80 

Jones,Joyce 

12.90 

Atwood, Constance, Phillip 

201.00 

— 


Kinney, Janet, Ralph 

25.80 

Balch, Harmond, Est 

48.00 


1.015.21 

Mack, Minnie 

.90 

Berry, Thomas, Donna 

17.50 



Martin. Arnold 

12.90 

Bizon, Stanley, Marie 

22.00 

1972 


Merrill, Dorothy 

12.90 

Blyther, Gayle, Dean 

12.00 

Atwood. Delores & David 

155.80 

Morton, Marilyn, Daniel 

25.80 

Bumam, Freda 

11.00 

Blyther, Dena & Gayla 

1.79 

Niles, Bernard, Barb 

25.80 

Bombardier, Micheline 

11.00 

Bryant, Caroline 

13.20 

Omeara, Rachel 

12.90 

Colomb, John, Norma 

22.00 

Burton. Henry 

106.40 

Parker, Frank, Shirley 

20.80 

Corey, Archie, Juanita 

82.00 

Carey, Richard 

220.40 

Parker, Myra 

163.00 

Corsi, Anthony 

11.00 


Derepentigny, Joseph 11.00 

Eccleston, Jacqueline, Harold 202.00 
Eitapence, Dan 11.00 

Girardi, Joseph 90.00 

Ingalls, Ken, Shirley 22.00 

Kinney, Peter, Joanne 43.71 

Kelley, Terry, Shirley 22.00 

Kinney, Ralph, Janet 22.00 

Lawrence, James 48.00 

Lear, Gordon 11.00 

Longley, Edward 11.00 

Molnar, Shirley, Steve 75.00 

Murphy, Edward 570.00 

McCleary, Marquerite, Donald 22.00 

McClallen, Marcia, Stephen 22.00 

McCloud, Diane, Francis 22.00 

Miglorie, Mary 11.00 

Milies, Susan 11.00 

Morse, David 11.00 

Morse, Deborah 11.00 

Niles, Bernard, Barb 22.00 

Parker, Frank, Shirley 17.00 

Peer, Richard W. 11.00 

Rogers, Donna 11.00 

Russell, Patricia, William 210.00 

Shimko, Stephen 180.00 

Stillings, Gerald 90.00 

Savresa, Virginia, Ronald 22.00 

Shanker, Corolyn 11.00 

Smith, Geraldine, Edward 22.00 

Taylor, Allen, Kate 38.72 

Oliver, Charles 165.00 

Fitzgerald, Donna Joel 161.00 

Webster, Lloyd 251.00 

Drew, Ralph, Elmira 22.00 

Lanoue, Rejeanna, Roger 84.00 

Algiers, Sharon, Richard 52.00 

Bruno, Donna 11.00 

Kurant, Steve 75.00 

Thibeault, Louise, Raymond 202.00 

Corsi, Anthony 45.00 

Kazulak, Margaret, Arthur 22.00 

Lobdell, Susan 11.00 

Young, Henry 5.31 

St.Onge, Lou Ann 11.00 


Withington, Marguerite, Wayne 22.00 


3,460.24 
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1976 


Stillings, Gerald 

99.75 

Atwood, Constance, Phillip 

103.09 

St. Lawrence, Joyce, Ed 

61.31 

Allen, Louis, Patricia 

1.16 

Saurresse, Virginia, Ronald 

23.30 

Balch. Harmond, Est 

53.20 

Sharrow, Scott, Diane 

23.30 

Bizon, Stanley, Marie 

23.30 

Stevens, Larry E. Mrs. 

23.30 

Blapkrnere, Pearl, Earl 
Bc)udreau, Veronica 

49.88 

Bergstrom, Robert 

133.00 

11.84 

Wallet, Diane 

11.65 

Baird, David 

6.65 

Ward, Colvin, Marion 

23.30 

BoudreaU, Julie, Frederick 

23.30 

Williams, Phyliss 

11.65 

Briisette. Marjorie, Carl 

23.30 

Wilk, Joseph 

365.75 

Callahan, Patricia, Richard 

53.20 

Wolozilk, Lea, Joseph 

23.30 

Cen Speed 

4.30 

Young, Warren, Clifford, 


Colomb, John, Norma 

23.30 

Sherwin 

1,096.87 

Corey. Archie, Juanita 

89.80 

Young, Warren, Janice 

204.20 

Corsi, Anthony 

11.65 

Algiers, Sharon, Richard 

189.55 

Congdon. Richard 

11.65 

Bryant, Caroline 

66.50 

Donahue. Thomas 

11.65 

Brytowski, Christine, Marshall, 

Eccleston, JacqUeline, Harold 222.80 

Marion 

11.20 

Hayes. John J. 

17.84 

Carey, James 

15.71 

Hier. Dennis. Mary 

1.03 

CavanoUgh,Joy 

161.28 

Henry. Marie D. 

11.65 

Delevenier, Dominic 

11.65 

Hennessey. John. Lynn 

23.30 

Hayes, Mark, Mrs. 

173.30 

Ingalls. Ken, Shirley 

24.30 

Murphy, Timothy Mrs. 

23.30 

Ingraham. June. Robert 

23.30 

Parker, Myra 

111.40 

Ingalls. Debbie 

11.65 

Brilno, Donna 

11.65 

Johnstone. Evelyn. George 

51.31 

Mattison, Mary, Irving 

23.30 

Jones. Allen 

21.32 

Bruso, Dorothy, Mary 

199.50 

Kalinowski. Gene 

11.65 

Farrell, David, Sherill 

256.05 

Lanoiies Trailer Park 

115.70 

Fitzgerald, Joel, Donna 

166,25 

Lawrence. James 

53.20 

Drew, Ralph, Elmira 

23.30 

Lajuenesse. EUgene 

11.65 

Bardwell, Helen 

108.23 

Larson. Marilyn John 

23.30 

Morgan, Brian, Betty 

23.30 

McPhea. Thomas 

11.65 

Waite. Wm. Patricia 

23.30 

Merrill. May. Irene 

788.05 

Withington, Maryette, Wayne 23.30 

Moore. Stephan Mrs. 

33.25 



Morton. Marilyn. Daniel 

23.30 


6,170.63 

MUrphy. John. Marjorie 

23.30 



Moore. David. Deborah 

11.65 



Niles. Bernard. Barbara 

23.30 



Nolan. Katherine 

11.65 



OUdoucheck. Pat 

11.65 



Oneill. David 

11.65 



Parker. Frank. Shirley 

18.30 



Posch. Robert. Nancy 

23.30 



Pullin. Matthew J. 

11.65 



PUllin. Bernice R. 

11.65 



Russell. Wrh.. Patricia 

232.75 



Rabtoy. Henry 

11.65 



Rabtoy. Rita 

11.65 



Robertson. Arlene 

11.65 



Sanford. Robert. Beverly 

7.31 



St. Cyr 

33.25 




1977 


Evans, Helene 

11.01 

Allen, Richard 

11.62 

Fox, Colby 

11.62 

Allen, Patricia 

11.62 

Galarneau, Michael 

11.62 

Allen, Louis Sr. 

11.62 

Garafano, Louis, Amelia 

264.80 

Allen, Joyce 

11.62 

Gray, Norman, Christine 

23.24 

Andrews, Bryan 

11.62 

Haughton, Mary Lou 

11.62 

Atwood, Philip 

102.64 

Hayes, Mark, Katherine 

144.99 

Baird, David 

11.62 

Hart, Mitchell 

11.62 

Ballou, Bruce, Kathleen 

23.24 

Hier, Percy 

11.62 

Bell, John 

11.62 

Higgs, James, Doris 

118.67 

Bellows, Earl, Calla 

463.40 

Horan, Robert, Gaila 

23.24 

Bidgood, Constance 

11.62 

Ingals, Debbie 

11.62 

Bizon, Jonna M. 

11.62 

Ingalls, James, Nancy 

455.70 

Bizon, Richard 

11.62 

Kennedy, James 

11.62 

Blackmere, Earl, Pearl 

49.65 

Klimek, Kenneth, Kathleen 

143.70 

Boudreau, Julie, Fred 

23.24 

Knipes, Rod, Donna 

134.30 

Brierly, Cicelia 

11.62 

Knovac, Priscilla, Andrew 

23.24 

Brierly, David, Mary 

23.24 

Lanhard, Jeff 

11.62 

Bromley, Stephen 

11.62 

Lamstein, Mary, Marc 

23.24 

Brooks, Timothy 

11.62 

Leonard, Kathy 

11.62 

Bizon, Stanley,. Marie 

23.24 

Lewis, Burton, Eliz. 

650.74 

Bruno, Donna 

11.62 

McDonald, Catherine, Wm. 

23.24 

Bruso, Dorothy, Mary 

198.60 

McCullough, Bert. Diane 

23.24 

Brytowski, Christina 

147.67 

Cristedli, Ray 

23.24 

Burns, Clarence 

44.72 

Mannis, Frank 

11.62 

Bushee, Lois 

11.62 

Merriman, Warren 

11.62 

Bushey, Ethel 

11.62 

Morgan, Ella 

26.42 

Casaro, Jaoid 

11.62 

Morgan, Brian, Betty 

23.24 

Colomb, John, Norma 

23.24 

Murphy, John, Marjorie 

23.24 

Calvin, William Jr 

11.62 

Niles, Bernard. Barbara 

23.24 

Corey, Archie, Juanita 

89.44 

Nolan, Catherine 

11.62 

Corsi, Anthony 

11.62 

Page, Alice 

11.62 

Davis, Bette, Jean 

11.62 

Parker, Edith C. 

11.62 

Davis, Daniel, Sandra 

271.49 

Parker, Frank, Shirley 

6.62 

Davis, Norman, Carlene 

387.34 

Parker, Sally 

11.62 

Davis, William L. 

11.62 

Pedone,Joanne 

11.62 

Delong, James, Lillian 

259.87 

Peer, Richard 

11.62 

Derepentigny, Ernest 

11.62 

Platz, Donald 

11.62 

Derepentigny, Joseph 

11.62 

Porter, Doris 

11.62 

Donahue, Carol 

11.62 

Pratt, Arthur, Joan 

14.31 

Donahue, Robert Sr. 

11.62 

Pullin, Matthew, Bernice 

23.23 

Donahue, Susan 

11.62 

Rabtoy, Rita 

11.62 

Donahue, Thomas 

11.62 

Reidhaar, Jean 

1,166.81 

Doperak, Diane C. 

11.62 

Rupert, Ray 

11.62 

Doperak, Regis M. 

11.62 

Russell. Stanley, Barb 

801.09 

Doty, Cindy 

11.62 

Russell, Wm., Patricia 

231.70 

Drew, Ralph, Elmira 

89.99 

Rider, Starr 

11.62 

Duda, Stanley, Louisa 

23.24 

Rowlus, Richard 

172.19 

Duprey, Joe, Barb. 

238.39 

Seaver, Gladys 

11.62 

Eccleston, Jacqueline, Harold 

221.84 

Seifert, Robert, Marie 

834.21 

English, George 

11.62 

Sharrow, Scott, Diane 

23.24 
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Mailhot, James, Clara 

724.00 

Shum, Norman 

11.62 

Mannis, Frank 

43.44 

S & J Enterprises 

524.39 

Niles, Bernard, Barbara 

348.81 

St. Cyr. Bruce, Rosa 

56.34 

Page, Howard 

434.40 

Stillings, Gerald 

99.30 

Palfey, Michael, Judith 

57.92 

St. Lawrence, Joyce, Edward 

122.54 

Parker, Chas. Huong 

132.68 

Strom-Olsen, Melissa 

2.19 

Parker, Frank, Shirley 

7.24 

Sumnar, David 

11.62 

Pockette, Barbara 

72.40 

Sumnar, Sue 

11.62 

Porter, John, Sylvia 

144.80 

Thomas, Chas. 

11.62 

Pratt, Arthur,Joan 

199.10 

Thomas, Frank 

11.62 

S & J Enterprises Inc. 

516.60 

Thompson, Robert 

11.62 

Seifert, Robert, Marie 

1,719.50 

Turner, Tony, Suzanne 

23.24 

Simpson, Douglas, William 

206.34 

Venne, John, Sylvia 

23.24 

St. Cyr. Bruce, Rosa 

36.20 

Vt. State Dept, for parks 

1.59 

Stillings, Gerald 

108.60 

Vose, Daniel 

276.42 

Surething, Joe, Diane 

161.55 

Wade, Walter, Linda 

76.94 

Taylor, Allen, Kate 

521.28 

Waite, Wm. Patricia 

88.48 

Timberlake, Inc. 

1,204.59 

Ward, Mike 

11.62 

Varga, Barbara 

1,339.40 

Warner, Malcolm H. 

1.09 

Wade, Walter, Linda 

119.46 

Wheeler, Frederick 

11.62 

Wallet, Diane 

296.84 

Whitney, Mark W. 

11.62 

Wheeler, Lucille 

217.20 

Whitney, Shirley 

11.62 

Wilk, Joseph 

253.40 

Wilk, Joseph 

364.10 

Bruso, Dorothy, Mary 

17.00 

Young, Robert, Maria 

23.24 

Duprey, Joe, Barbara 

235.30 

Young, Warren, Janice 

716.27 

Ballou, Bruce, Kathleen 

167.57 

Withington, Wayne 

23.24 

Ponto, David 

18L00 

Reynolds, Ronald 

11.62 

Emergy, Rena 

16.64 

Trepanier, Joe, Betty 

23.24 

Reidhaar, Robert 

54.30 



Waite, Wm. Patricia 

99.50 

11,361.76 

Clemens, David 

199.10 



Cameron, Alex, Gladys 

4.05 

1978 


Notte, Nich, Rosemarie 

12.80 

Allen, Louis, Patricia 

114.60 

Monahan, Gladys 

5.99 

Atwood, Phillip 

99.59 

Haughton, Bertha, Ralph 

24.00 

Blackmer, Earl, Pearl 

54.30 

Allen, Richard 

40.42 

Buck, Gary, Susan 

111.68 

Mitchell, Elizabeth 

30.00 

Carrara, Chester, Cheryl 

46.40 

Shugrurlie, Wm., Mary 

4,82 

Coburn, Ellis, Sharon 

6.62 

Delong, James, Lillian 

271.50 

Corey, Archie, Juanita 

72.40 

«. 


Davis, Daniel, Sandy 

271.50 


13,607.42 

Donahue, John P. 

5.00 



Duprey, Nicholas, Denise 

199.10 



Dyer, Ed, Ext. 

4.80 



Fabian, Walter, Mary Jane 

162.00 



Gleason, Sally 

167.20 



Higgs, James, Doris 

206.34 



Ingalls, James, Nancy 

814.50 



Knipes, Rod, Donna, Vera 

597.30 



Kramer, Steve, Melanie 

362.00 



Kuc, Theodore, Sandra 

82.35 




1979 


Wells, Kathleen 

141.50 

Allen, Louis Patricia 

231.25 

Wheeler, Lucille 

177.55 

Allen, Richard 

177.25 

Wilk, Joseph 

318.00 

Atwood, Phillip 

145.75 

Withington, Wayne, Maryette 304.75 

Ballou, Bruce, Kathleen 

188.15 

Withington, Wayne, Maryetta 

98.05 

Bjckmore, Florence, Gerald 

138.50 

Young, Noreen P. 

583.00 

Bruno, Donna 

145.75 

Conway, Michael 

206.70 

Bruso, Dorothy, Mary 

185.50 

— 


Bryant, Carolyn 

6.62 

20,663.77 

Burditt, Richard, Rita 

622.75 



Burns, Clarence 

26.50 

1980 


Carlton, Maxwell, Carlene 

371.81 

Aines, Frederick, Charlotte 

229.00 

Colombe, John, Norma 

164.30 

Allen, Louis, Patricia 

338.00 

Corey, Archie, Juanita 

145.75 

Allen, Richard 

174.20 

Davis, Daniel, Sandy 

437.25 

Atwood, Phillip 

146.00 

Derepentigny, Joe, Ruth 

289.33 

Austin, Ethel, Est 

241.80 

Duprey, Denise, Nicholas 

219,95 

Bailey, Douglas, DawnMarie 

949.00 

Duprey, Joe, Barbara 

177.55 

Baird,, Euelina 

232.00 

Fabian, Walter, Mary Jane 

56.24 

Ballou, Bruce, Kathleen 

184.60 

Faulkner, John, Elaine 


Barker, David 

143.00 

Peterson 

1,219.00 

Berger-, David et al 

572.00 

Frederick, Percy, Mary 

228.73 

Berry, Thomas, Donna 

156.00 

Gleason, Sally 

166.95 

Bizon, Stanley, Marie 

135.20 

Hansen, Bruce, Roberta 

70.99 

Blanchard, Frances 

624.00 

Heare, Eugene, Fay 

16.83 

Bombardier, Jacqueline 

247.00 

Higgs, James, Doris 

251.75 

Bombardier, Yvon, Theresa 

949.00 

Holland, Richard 

622.75 

Brown, Thomas, Beverly 

98.80 

Ingalls, Howard, Edna 

273.60 

Bruso, Dorothy, Mary 

182.00 

Ingalls, James, Nancy 

834.75 

Brytowski, Marion, Christine 

179.40 

JD Apts. Corp 

2,928.25 

Burns, Clarence 

26.00 

Jedel Land Corp 

196.98 

Cancio, Belle, Santiago, 


Kramer, Steve, Melanie 

477.00 

Anna 

1,612.00 

Kuc, Theodore, Sandra 

446.75 

Carlton, Maxwell, Carlene 

520.00 

Muir, Gordon 

166.95 

Chadwick, Michael 


Page, Howard 

622.75 

Georgianna 

532.00 

Palfey, Michael, Judith 

137.80 

Champine, Benjamin, Joyce 

156.00 

Parker, Charles, Huong 

227.90 

Clark, Robert 

161.20 

Parker, John, Jeannette 

728.75 

Cobb, Richard, Barbara 

111.80 

Peer, Rjchard, Julianna 

553.85 

Colburn, Lee, Linnea 

754.00 

Pflumm, Sigfried 

73.48 

Colombe, John, Norma 

161.20 

Pockette, David, Barbara 

92.75 

Conway, Michael 

202.80 

Pratt, Arthur, Joan 

238.50 

Corey, Archie, Juanita 

143.00 

Reynolds, Rowald 

190.80 

Correnti, Armand 

78.00 

Rodeo 1979 Inc 

291.50 

Curry, Theresa 

61.80 

Seifert, Robert, Marie 

1,802.00 

Davis, Daniel, Sandra 

429.00 

St. Lawrence, Joyce, Edward 159.00 

Derepentigny, Joe, Ruth 

286.00 

Stillings, Gerald 

156.35 

Dezero, Irene 

1,157.00 

Trapeni, Marilyn, Jerome 

446.01 

Dezero, Irene 

572.00 

Varga, Barbara 

1,232.25 

Donaher, Matthew 

208.00 

Wade, Walter, Linda 

188.15 

Duprey, Anthony, Patricia 

78.00 

Waite, Wm. Patricia 

60.90 

Duprey, Nicholas, Denise 

215.80 



Duprey, Joseph, Barbra 

174.20 
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Fabian, Walter, Mary Jane 546.00 

Faulkner, John, Elaine 

Peterson 1,196.00 

Fifield, Gerald, Mary 717.00 

Frederick, Percy, Mary 507.00 

Galloway, Harriet, Joan 1,066.00 

Garrow, Theresa, Ann 455.00 

Gilbert, William III 257.40 

Gleason, Sally 163.80 

Hall, Sandra 494.00 

Hansen, Bruce, Roberta 884.00 

Hier, Daniel 299.00 

Higgs, James, Doris 247.00 

Holland, Richard 611.00 

Humiston, Merle, Norman 135.00 

Hunter, Bldg. Serv. 1,365.00 

Ingalls, Arthur, Cheryl 416.00 

Ingalls, Howard, Edna 468.00 

Ingalls, James Nancy 819.00 

JD Apts. Corp 2,873.00 

Jedel Land Corp 728.00 

Johnson, Henry, Kathy 754.00 

Johnston, Gail 858.00 

Keesy Robert 130.00 

Kennedy, Benjamin, Deborah 187.20 
Kent, John, Patricia 884.00 

Kimball, Edward, Bobby 208.00 

Kramer, Steve, Melanie 468.00 

Lafond, Henry 119.60 

Lanfear,Carl P. Jr. 156.00 

Lavictoire, Henry, Jean Ann 182.00 
Lebel, Robert, Rachel, Susan 271.00 
Leisure Time 1,209.00 

Majka, Richard 197.60 

Matthews, Faye 300.00 

Mooney, Richard, Dorothy 40.70 

Morgan, Ella 189.80 

Muir, Gordon 163.80 

O’Brien, Hazel 98.80 

Otter Creek Lumber 4,222.40 

Palfey, Michael, Judith 135.20 

Palluotto, Pasquate, Joyce 80.00 

Pappafotis, Michael, 

Rosamond 102.96 

Parker, Anna Mae 80.00 

Parker, Benjamin, Florence 305.50 

Parker, Charles, Huong 223.60 

Parker, John, Jeannette 715.00 

Peer, Edwin, Lucretia 124.80 

Peer, Richard, Julianne 543.40 

Pockette, David, Barbara 91.00 


Porter, John Sylvia 130.00 

Porter, William, Ruth 163.80 

Posch, Robert, Nancy 728.00 

Potter, Frank, Tammy 187.20 

Prescott, Judith Ann 101.40 

Reynolds, Ronald 187.20 

1976 Rodeo Inc 286.00 

Ruane, Robert, Mary 3,822.00 

Rudenis, Nicholas, Jean 1,521.00 

Rudenis, Nicholas, Jean 221.00 

S&J Enterprises 806.00 

Seifert, Robt. Marie, Leona 1,768.00 

Evans, Ronald 280.00 

Seymour, Roy, Marilyn 234.00 

St. Lawrence, Ed., Joyce 156.00 

Stevens, Albert, Nancy 140.40 

Stillings, Gerald 153.40 

Tarner, Stanley, Elizabeth 254.80 

Tire Barn, Inc. 837.20 

Towler, James, Mary 936.00 

Towsley, Bryce 98.20 

Trapeni, Jerome, Marilyn 702.00 

Varga, Barbara 1,209.00 

V.enne,John, Sylvia, McNulty 507.00 
Wade, Walter, Linda 184.60 

Waite, Wm, Patricia 59.80 

Webster, John, Connie 533.00 

Wells, Kathleen 286.00 

West, Raeburn 241.80 

Wheeler, Lucille 174.20 

Wilk, Joseph 312.00 

Young, Norren P. 572.00 

Young, Robert, Marcia 189.80 


58,692.16 
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CEMETERY TRUST FUNDS 


Spafford Cemetery. Fund 

ReceiVed.Sept. 4, 1974 

Income to be used for care, improvement and 
embellishment of Spafford Lots in Spafford Ce m ete r y 
Unexpended Income January 1, 1980 
Interest Income 


$ ' 2,500 

$ 484.51 

274.94 



CEMETERY COMMISSION 

Our cemeteries were mowed on a regular basis 'this year. The -Spafford cemetery 
needs a new gate and some of the fence replaced. Funds were not available for this the 


past year. , .. „ 

Many thanks to all who have helped to keep our’ cemeteries looking well. 
Bradley Gilman $340- 00 

•R. &J. Loomis 35i-00 


M. &C. Gilman 353.00 

Douglas Earle 228.00 

Agway Inc. 4.29 

Edna Ingalls 25.00 

Otter Creek Grange 25.00 


Respectfully submitted, 

Edna Ingalls, 

Chairman, Cemetery Commission 
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CLARENDON VOLUNTEER FIRE DEPARTMENT 


CLARENDON FIRE auxiliary association 


Upon the completion of our 17th year of operation we would like to update our 
Townspeople on the activities and functions of the Fire Department. 


In ou r fiscal year of 1980 we have accomplished the following: 

1. Purchased 600 feet of new fire hose. 

2. Radio office at the fire house in No. Clarendon. 

3. Thirty-three pagers and a new base station. 

4. Have taken out workman’s compensation insurance on the men & women. 

5. Raised $17,478.00 through money raising activities. 


In 1980 we received 46 calls: 


House 4 

Car fires 4 

Grass & brush 3 

Trash 2 

Chimney 6 

Truck fires 2 

Search Party 1 

Of these 46 calls: 

Out of town Mutual Aid 5 

In town Mutual Aid 2 

False Alarms 1 


The Firemen put in 1329 hours fighting fire. 
The equipment put in 19? hours fighting fire. 


Barn 3 

Mobile Homes 4 

Car Accident 5 

Business 1 

Electrical 6 

Lightning 4 

False Alarms 1 


During .1981 we will be forming a committee to check into the purchase of a new 
tank truck to replace our tanker at the Airport. We also hope to perfect our radio 
system eve n better than it has been and continue our progressive training system in 
o r der that we may always be able to meet the emergencies that may arise now and in 
the future in our community. 


It is with sincere thanks and appreciation to our Firemen, Auxiliary and Townspeople 
that this has been possible. 


Respectfully submitted, 
Alan G. Ridlon, Chief 
Stuart Blacklock, Pres. 


The Clarendon Fire Department Auxiliary had a successful 1980 with 21 paid 
members. The General Fund showed a balance of over $4,000.00 in December, 
1986. 

One of the Auxiliary’s major accomplishments for 1980 was turning over $6,000.00 
to the firemen in April toward the purchase of the pager alert system. Monies were 
earned by the Auxiliary through many projects throughout the year. Some of our 1980 
money raisers were: a Tasting Supper in February; a ham dinner served to the Eastern 
Breeders Association and a Third Annual Basketball Game with Rutland Town Fire 
Department members in March; Refreshment Sale and Rummage Sale combined with 
the men’s Annual Auction and another ham dinner for the DHIA in June; assisting the 
men with their Vermont State Fair project in September; serving a ham dinner for 
Agway in October; raffling a hand-made bandana quilt in November; the annual 
Booster Club in December; as well as weekly Bingo refreshments and summer flea 
market. 

The Auxiliary members were very proud to win the Best Appearing and Most in Line 
of March trophies at the Annual State Fire Fighter’s Convention held in Bennington 
last August. Three of Clarendon’s members also helped co-edit the State Auxiliary’s 
Year Book which was released at the Convention. 

We wish to take this opportunity to express our gratitude to the many townspeople 
for the support and cooperation given during the last year. We also want to invite any 
interested parties to attend our meetings which are held on the second Monday of each 
month at the North Clarendon Fire Station. 


Respectfully submitted, 
Joyce Pedone, Pres. 


FIRE WARDEN REPORT 

As Fire Warden I wish to commend our Townspeople for the concern they have for 
our natural resources. We have been very fortunate not to have had any large Forest 
Fires in the past few years. 

We do have our pickup truck stationed at the airport set up primarily for forest fire 
work. This truck is 4-wheel drive with 250 gallons of water, hose and a portable pump. 
We also carry pack pumps and necessary forest fire tools. 

This year I am asking for $250.00 of town money for the purpose of recapping the 
tires on our forest fire truck. The rest of the Fire Warden supplies appear to be in good 
condition and no further replacements will be needed in 1981. 

I wish to express my thanks to everyone for the consideration you have given on the 
issue of fire permits and look forward to working with you again this year. 

Respectfully submitted, 
Alan G. Ridlon 
Fire Warden 
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RUTLAND AREA VISITING NURSE ASSOCIATION, INC. 

15 East Washington Street, Rutland, Vermont 05701 
Main Office Telephone: 775-0568 

ANNUAL REPORT 
1980 

To: Selectmen and Citizens of Clarendon 

It is. my, pleasure as Executive Director of the Rutland Area Visiting Nurse Associa¬ 
tion to submit the 1980 Annual Report for your town. 


9 U j ^ eaIt h Programs continue to provide many needed services to your community. 
Skilled Nursing, physical Therap.y, Occupational Therapy, Speech Therapy, 
Homemaker-Home Health Aide, and Homemaker services are all available. The total 
patients-and home visits made are as follows: * 


Unduplicated Patients 

27 

Skilled Nursing-Visits 

556 

,Evaluati 6 n Visits 

4 

Homemak er-Home Health Aide Visits 

406 

Physical Therapy Visits 

47 

Speech Therapy Visits 

21 

Occupational Therapy Visits 

26 

Homemaker Visits 

4 


We also have Prenatal Classes, preventive Senior Citizen Clinics and Flu Clinics. 

We continue to work closely with the Office on Aging, Hospital, Nursing Homes and 
all Other health related organizations to give the best possible health care to your com- 


An extension of o u r Homemaker-Home Health Aide program, to just givinq 
HOmernaker services, started in September and is progressing well. This is a new ser¬ 
vice and available’to your area. 


o/ i need ^ elP ’ Ca " 775 ' 0568 ‘ n Rutland or call the office nearest you, Brandon 

h 7 ' 31 I 1 „ 468 ' 5668 - lf a member of your family needs health care at 

Home, the Visiting Nurse is only a phone call away. 

It has bee n a pleasure to serv e you a nd we' will look forward to another busy year. 


Respectfully submitted, 
Evelyn P. Doyle, 
Executive Director 



VERMONT DEPARTMENT OF HEALTH 
Annual Report to the Citizens of Clarendon 

The established mission of the State Health Department is to protect and promote 
the health of all Vermonters. In working towards this goal, the Vermont Department of 
Health has provided directly, or assured the provision of,'preventative health services 
to communities across the state. During 1980, the following services were received by 
the residents of Clarendon: 

268 elementary school children were examined by a dental hygienist and received 
personal oral hygiene instruction twice during the school year. 

Your elementary school participated in the weekly fluoride rinse program. 

1 person received services through the Maternal and Child Health Program. 

17 comprehensive health assessments including preventive 'health guidance were 
provided at Well Child Conferences. 

93 persons received nutrition education and food supplements through the Special 
Supplemental Food Program for Women, Infants, and Children (WIC). 

12 children underwent medical evaluation and treatment through the Early Periodic 
Screening, Diagnosis, and Treatment Program (EPSDT). 

Through the Handicapped Children Program, diagnosis and treatment services for 
o r thopedic, hearing, cardiac, and other conditions were provided to 11 children. 

Through the Child Development Clinic, 7 children received diagnostic and intensive 
follow-up services for suspected developmental disorders. 

81 immunizations were given in Health Department clinics. 

7 persons received screening for early detection of lung disease through the Barre, 
Rutland, or other Health Department chest clinics. 

The following services were provided by the Health Department Laboratory in Burl¬ 
ington: 

30 blood tests to identify women needing immunization against german measles 
(rubella) to prevent birth defects, 

50 other diagnostic blood tests, 

13 bacteriological and viral cultures, 

97 tests of individual and municipal water systems to monitor drinking water 
quality. 

Statewide, 259 emergency medical technicians were trained, 286 were recertified 
and 305 received advanced training; 195,507 doses of vaccine were supplied to 
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private physicians, school nurses, and other health providers; 17 hospitals and 46 nur¬ 
sing homes were inspected and licensed; 3,804 restaurants were inspected; 3,655 
venereal disease office visits and/or treatments were paid for and 1,063 contacts were 
traced; material to test 14,270 persons for tuberculosis was distributed to private 
physicans, public clinics, and'schools; 105 x-ray machines were inspected; treatment 
for 22,000 children was approved and paid for in total or in part by the Tooth Fairy 
and Denticaid programs; and, in conjunction with Planned Parenthood of Vermont, 
Inc., 15,705 persons received 'contraceptive counselling and service. 

Technical assistance was provided through the office of Local Health Services to 
your Town Health Officer, Edward B. Fuller 

Your Town Clerk, Mrs. Mae Belle Byrne, received support and instruction in the 
handling of vital records from the Division of Public Health Statistics. 

Your participation in these programs is encouraged. Information about all Health 
Department services may be obtained by calling our toll free number, 
1-800-642-5045, or your local district office in Rutland. The local office telephone 
number is 773-2411. 

Lloyd F. Novick, M.D. 

Commissioner of Health 


RUTLAND MENTAL HEALTH SERVICE, INC. 
Serving Rutland County 

REPORT TO TOWN OF CLARENDON 

1980 


People served: 79 



People 

# of Meetings 

Hrs. of Serv. 

Programs 

Served 

w/Client 

to Client 

Outpatient 

26 

246 

165.25 

Goals 

8 

136 

269.75 

Inpatient Hospital 

4 

6 

6.50 

Day Hospital 

-0- 

-0- 

-0- 

Crisis Team 

18 

21 

19.25 

Developmental Disabilities 

8 

264 

785.25 

Youth Activities 

2 

17 

18.00 

Drug Program 

School Consulation 

13 

147 

155.00 

Total 


737 

1,419.00 
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BROC PROGRAMS AND SERVICES-CLARENDON 


The Bennington Rutland Opportunity Council offers a wide range of programs with 
advocacy, counseling, self-help and community participation as the means of presen¬ 
ting alternative opportunities to people in order that they may achieve their persona] 
goals. 

The following programs and services were provided in your community. 


Outreach 

1. ) Forms assistance 

2. ) Counseling 

3. ) Information and referral 

4. ) Emergency/Medical transports 

a.) Volunteer drivers 

5. ) Community Contacts 

a.) Agencies 

6. ) Thrift Shop 

a.) Families served 

7. ) Total family contacts 


29 

40 

7 

5 

2 

1 

1 

, 1 
14 


Weatherization 

1.) Homes weatherized ° 

Community Food and Nutrition Program 

1. ) Gardens 

a. ) Rototilling-number of families served 3 

b. ) Plant and seed sales-number of families 13 

2. ) Workshops/Community Education 

a.) Number of participants * i 

Community Organization Projects 

1.) Number of persons involved ° 

Enegery Crisis Intervention Program 

l.)Number of clients provided with emergency grants and/or intervention services 2 


Summer Recreation 

1. ) Total Participants 

2. ) Number of families involved 

3. ) Number of volunteers 

Total number of services provided. 
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RUTLAND COUNTY SOLID WASTE DISTRICT 

At the Town Meeting on March 4, 1980 it was voted, by a margin of 319 to 156 to 
join with other towns in Rutland County to form a union, municipal district to be known 
as the “Rutland County Solid Waste District”, The purpose of this government body is 
to eventually provide solid waste disposal services for the 19 towns in the county that 
are currently members of the district. It is proposed that the organization develop a 
regional landfill and a recycling facility. Eventually it is proposed that the organization 
will develop an incineration plant which will convert waste into energy. 

The primary activity during 1980 was the hiring of a Manager and outside con¬ 
sultants to assist the district in meeting its goals. 

The principal activities during 1981 will be the continuation of our efforts to develop¬ 
ing a regional landfill and continuation of the studies on the practicality of turning the 
solid waste generated by the member towns into steam for direct sale or into electricity 
for possible sale to Central Vermont Public Service Corporation. 

Clarendon’s assessment, which supported the district’s activities, in 1980 Was based 
upon our population compared to the population of the 19 member towns. In the 
future it will be based upon our share of the estimated 82 tons per day of solid waste 
that are currently generated by the 19 member towns. Our share is currently 4.0% of 
the total. 

Gerald R. Cook, Representing the Town 

Supervisor of Clarendon 


PLtfA//iHGjt 


The Classis Sign 

An Illustration of the Frustration and 
Disorder that Results from 
Lack of Foresight 


1980 again saw diversified growth in the Town of Clarendon. The Zoning Ad¬ 
ministrator’s report indicates the numbers in various categories. 

VELCO did establish a new substation on the Cold River Road and CVPS ran the 
new line from there to the expanded G.E. plant in Rutland Town. Pike installed their 
operation in the Carrara yard off Rt. 7 in Clarendon. The Commission spent some 
time with representatives from RIDC and their engineers discussing the potential in¬ 
dustrial park at the airport. As of the end of 1980 RIDC was preparing to file their ap¬ 
plication for an Act 250 hearing. We plan for further discussion regarding this pro 1 
posal. 

The Commission met with farmers from the town to discuss agricultural and farm 
preservation in conjunction with discussions regarding the Town Plan. Work on the 
plan is progressing...very slowly, but progressing! 


Sally McGinnis 
Bob Harrison 
Bill Weeks 
Bron Spencer 


Respectfully submitted: 
Blair Enman, Chairman 
Betty Wehse, Clerk 
Jim Doherty 



CLARENDON INDUSTRIAL AND COMMERCIAL 
DEVELOPMENT COMMITTEE 

In March of 1980, the Comittee asked for the support of the residents of the Town in 
our effort to broaden the tax base of Clarendon. You supported that effort by voting 
$5,000 to cover anticipated expenses of our committee and by approving tax stabiliza¬ 
tion, where deemed appropriate, in order to attract industry to. the Town of Claren¬ 
don. 

During 1980, the activities of the Committee involved primarily the initiation of talks 
between the Town, the City of Rutland and the Rutland Industrial Development Cor¬ 
poration to pursue the idea of an industrial park at the site of the State Airport in 
Clarendon. Twice more in 1980, the townspeople showed their support at the polls for 
industrial development in the town. 

Because of the several delays during the year in obtaining approval for the Select¬ 
men to continue developing the idea of an industrial park, the Committee was unable 
to do most of the things it had planned for the year and, as a result spent less than 10 % 
of the $5,000 budgeted and returned the remainder back to the Town. We hope to be 
able to devote more time this coming year to the promotion of the Town as an ideal 
location for business and industry. Therefore, we have requested an amount of 
$2,500 to cover our anticipated expenses for the year 1981. 

The Committee continues to support the ongoing negotiations with the City of 
Rutland regarding the proposed industrial park. We continue to support this project for 
the same reasons we mentioned in last years report: Clarendon has the highest 
residential tax burden in Rutland County! Out of 245 towns in the State of Vermont, 
only seven have a tax burden equal to or higher than Clarendon! To compound the 
problem, it is anticipated that the cost of operating the town and its schools will not go 
down but rather, they will increase in order to meet the needs of our residents and our 
children. 

The industrial park project is but the beginning of what we feel must be a long-term 
commitment to selective and controlled industrial growth in the town. We will continue 
to pursue those projects which we feel will reduce the Town’s unreasonably high 
residential tax burden. The Committee continues, to ask for your input and your sup¬ 
port to help us accomplish this goal. 

Committee members 
Colombe Colvin 
Thomas O’Brien 
Carl Spangler 
Earle Thompson 
Reggie Wilson 
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RUTLAND REGIONAL COMMISSION 
REPORT FOR 1980 


Our name has changed! While eliminating the word “planning” from our title may 
not seem dramatic, it is an indication of change. In some ways it is a reflection of 
changes which have already occurred; in others it is one more step to implement fur¬ 
ther adjustment which is necessary in light of today’s conditions in the region and the 
nation. 

We will continue to put more emphasis on municipal service and look for ways to 
better serve all towns in the region, large and small. 

Two topics of particular interest and importance which we are presently involved in 
are: 

Technical Services—With town budgets getting tighter, technical services in areas 
such as finance, capital improvement programming and energy conservation be¬ 
come more important. We are continuing to expand our ability to deliver these 
kinds of services. Our recently acquired computer capability will help us deliver 
these services on request. 

Waste load allocation—This process, which affects sewage treatment capacity for 
several communities along the Otter Creek, is vitally important. Our Chairman, 
John Ballou from Chittenden, has particularly strong feelings on this issue. Until 
a revised waste-load allocation plan for the Otter Creek is completed and adopted 
by the State of Vermont, construction and/or upgrading of any affected sewage 
treatment plants will not take place. 

In addition to the above, we have and will continue to work in the following areas: 
Solid waste disposal—We have been closely involved with the Rutland County 
Solid Waste District (RCSWD). We provide staff and overhead assistance to the 
District and are helping them to work toward short and long term solutions to 
solid waste disposal for RCSWD member towns. 

Transportation—We continue to offer support services to ’’the bus”. In addition, 
this year we are developing a proposal to build a transfer facility (bus station if 
you will) which will allow for changing between the bus, Vermont Transit and 
taxicabs as well as provide adequate parking. We have also worked closely with 
the Chamber of Commerce Transportation Task Force headed up by former Gov. 
Keyser which is aimed at improving countywide transportation systems. 

Airport Industrial Park—Extensive work has been done on development of an 
airport industrial park in Clarendon. Because it is a project being jointly developed 
by the Rutland Industrial Development Corporation, Clarendon and the City of 
Rutland, coordination with local, state and federal organizations has been neces¬ 
sary and extensive. Construction is expected to start in mid.1981. 

Coordination with and support to several county organizations through specific 
programs is part of our continuing responsibility. They include the County Ex¬ 
tension Service, Soil Conservation Service, Rutland Industrial Development Cor¬ 
poration (County wide), Rutland County Health Council, Rutland Region Chamber 
of Commerce, and several other local organizations. These efforts will continue. 
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We look forward to serving and working with you in the coming year. Your interest 
and support is appreciated. 

Respectfully submitted, 
John Vihinen, 

Executive Director 

In 1980 there were 88 applications received, 3 of which were denied. Business wise 
we had 1 Airplane Hanger, 1 Asphalt Plant, 1 Flea Market, 1 Woodstorage Building, 
and 2 new Businesses that did not require a new building. There were permits issued 
for 14 new homes, 11 Mobile homes, 5 barns with 1 barn addition, 4 garages, 10 addi¬ 
tions, 4 silos, 1 henhouse, 6 porches, 2 decks, 12 storage sheds, 3 mobile home roofs, 
1 inground swimming pool, and 3 home businesses. 

Respectfully submitted, 
Edna R. Ingalls 
Zoning Administrator 


RUTLAND REGIONAL COMMISSION 

TO: Mr. Russ Carleton, Clarendon S. 

Mrs. Mae Belle Byrne, Clarendon PC 
FROM: RRC Staff-Karen Unsworth 
DATE: December 19,1980 

SUBJECT: A-95 Review of federally assisted projects. 

We have been notified as regional clearinghouse in A-95 process that Agency of 
Transportation intends to apply for $270,000 of federal aid from Transportation 
Department to be matched with $30,000 from other sources for Rutland State Air¬ 
port—(1) Land acquisition or future landing aids, clear zone, etc. (2) Right-of-way 
clearing for 8 hazard beacons and replacement of 2 beacons. 

The project is located in Clarendon, Shrewsbury, and Wallingford, and RRC in¬ 
volvement is indirect—Airport Plan and industrial park. 

You are invited to comment on the relationship of this proposal to area-wide and 
local plans, objectives, programs, and facilities. If you wish to comment or to see more 
information on the project, please call us or return this form. We will be mailing any 
comments on January 10, so please return your comments (if any) before then. 

C I would like additional information on this project. 


1 have the following comments: 
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LJVM EXTENSION SERVICE-RUTLAND COUNTY 


MULTIPLE TAX PAYMENT PLAN 


Rutland Town Office Bldg. 

Rte 4, Center Rutland 
P.O. Box 489, Rutland Vt. 05701 
773-3349 

The UVM Extension Service is a combined effort of the University of Vermont and 
the US Department of Agriculture to bring educational programs to the people of 
Rutland Coujnty. The areas in which programs are conducted are agriculture and 
related areas such as home grounds, home economics, youth and resource develop¬ 
ment A new educational program has been added?—energy conservation. Energy 
outreach advisors are now available to conduct energy audits on homes in Rutland 
County providing information on energy conservation measures for homeowners. 

Funding: 

Funds for the UVM Extension Service come from three sources. Federal, 42.3%; 
State, 49.2%, and from towns, 8.5%. Town funding is based on the town Grand List 
as compared to the County Grand List. State statutes are the basis for town contribu¬ 
tions. 


As reported verbally at a previous Selectmen’s Meeting, the committee, to develop a 
Multiple Tax Payment Plan has conferred with six other towns of like size in Rutland 
County. The following plan has been developed: 

For the present time we will stay with a calendar year for our fiscal year. 

We will vote on our budget as usual in March 
The Grand List will go to the Selectmen in, May 25 
Selectmen will set a tax rate the first meeting in June 
Tax bills to be prepared and mailed by July 15 
Taxes will be due in three increments on Aug 15 

Oct 15, 

Dec 15 

There will be no penalty-on installments if they are not made on due dates. 

There will be a 4% discount if total tax is made by Aug. 15 

School taxes to be paid as required by lavV. 


Extension Service Advisory Board: 

A board comprised of 15 people from Rutland County advises the Extension agents 
on programs to be carried out. Members are elected at the UVM Extension Service an¬ 
nual meeting held in lApril. The annua!l meeting notice is published in the Rutland 
Herald two weeks in advance and is open to the public. Current members of the board 
are: 

Mrs. Harold Billings, Mrs. Howard Burgess, Byron R. Hathway, and Edward 
Hemenway of Rutland Town; Miss Deva Bolgioni, Mrs. Andrew Musella, Roy Rotella, 
and Hugh Spafford of Rutland City; Mrs. Antoine Greeno and Robert Baird of Pitt- 
sford; Lou Ann Hale, West Rutland;, Clarence Haynes, Middletown Springs; Richard 
H. Pratt, North Clarendon; Wayne Burleson, Benson; and C. Gilbert Giddings, Bran¬ 
don. 

Rutland County Extension Service Staff: 

County Extension Agents: 

Wm. M. Corey & David P. Newton-Agriculture; Marie Bingham & Donna Durkee- 
Nutrition Aides; Bridget A. Howrigan-Home Economics; Carole Berger & Debra 
Christiana-Energy Outreach Advisors; Ghesley P. Horton-Youth; Valeria Nagy- 
Admin. Assistant; Wm. H. Bingham-Resource: Development (Rutland & Benn.); Bet¬ 
ty A. Durkin-4-H Expansion Assistant; Sylvia B. Chapin, A. Marie Firliet & Donna' 
Marcille-Secretaries. 

Extension Service programs are available to everyone regardless of race, color, na¬ 
tional origin, sex, or religion. For more detailed information call or write UVM Exten¬ 
sion Service or contact a member of the Advisory Board. As a resident of Rutland 
County, Extension Service information is available to you. 


Warrants to be turned over to Tax Collector after Dec. 15. 

Tax bills to be printed in such a manner as to show taxes due with discount and in¬ 
stallments on a coupon type bill 
Example 

Total tax due 1000.00 V3 1/3 

4% discount 40.00 

960.00 333.33 333.33 333.33 

Bills are to be sent once a year with no reminder to tax payers. It will be their respon¬ 
sibility to remember dates as there is no penalty until final date. If receipt other than 
check is required we suggest that a self addressed, stamped envelope accompany 
payments. 

The hope with this plan is that the town will experience a better cash flow which will- 
decrease our need to borrow. 

The committee also discussed at length the desirability of changing our fiscal year to 
a July-June year, rather than a calendar year. This has many advantages as it coin¬ 
cides with the school tax year, spending is done after the money comes in rather than 
before and makes budgeting easier. 

This requires more input from the Selectmen and Treasurer as they would have to 
reorganize their entire fiscal arrangements for the first year. 

Our hope is that, if the installments accomplish a better cash flow the Selectmen will 
consider a fiscal year for the future. 
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CLARENDON TOWN SCHOOL DISTRICT 
ANNUAL REPORT 
July 1, 1979 to June 30, 1980 

School Directors 

Robert Stimson, Chairman .(1983) * 

Leland Congdon, Clerk (1981) * 

Sherrie Mayo (1982) * 

*Date term expires 

Superintendent of Schools.Henry J. Burnham 

I. PERSONNEL (1980-81 School Year) 


Name 

Degrees & 

Assignment 

Salary 


Experience 



Veronica F. Solomka 

B.S., M.S. 

Principal* 


John Kaldy 

B.S. 

Principal* * 


Patricia Donahue 

B.S., 5 yrs. 

Grade 1 

$ 10,700.00 

Patricia Quenneville 

B.S., 2 yrs 

Grade 1 

9,100.00 

Denise O’Brien 

B.S., 9 yrs 

Grade 2 

13,500.00 

Helen Weidman 

B.S., M.A., 11 




yrs 

Grade 2 

13,100.00 

Zoe Ann Allen 

B.S., 6 yrs. 

Grade 3 

12,300.00 

Carolyn Churchill 

B.S., 3 yrs 

Grade 3 

10,700.00 

Angelina Lettiere 

B.S., 7 yrs 

Grade 4 

12,700.00 

Joan Lind 

B.S., 9 yrs. 

Grade 4 

13,500.00 

Pamela Hidde 

B.S., M.A., 12 




yrs 

Grade 5 

15,100.00 

Lawrence Schiller 

B.S., 6 yrs. 

Grade 5 

11,900.00 

Nelson Jacquay 

B.S., 12 yrs 

Grade 6 

14,300.00 

Kathleen Jacob 

B.S., M.S., 

Grade 6 

11,100.00 

Gretchen Fagginger-Auer 

B.S., 2 yrs 

Instr. Music 

6,960.00 

Mary Grabowski 

B.S., 6 yrs 

Physical Ed. 

11,500.00 

Barbara Pratt 


Librarian 


Beatrice Jaquay 


Library Aide 


Jill Corliss 


Resource Teacher 


Monica Pitts 


Resource Asst. 


Candace Laflam 


Resource Aide 


Shirley Loomis 


Title I 


Neva Pratico 


Title I 


Loraine Reed 

Nurse 



Jean Murray 

Secretary 



Ralph Merrill 

Custodian 



Jean Blacklock 


Mgr. Cafeteria 


Mary Choquette 


Cafeteria 


Patricia Chase 


Cafeteria 


Dorothy Lanfear 


Cafeteria 



* Appointed November 10, 1980 

* * Resigned September 1, 1980 


CLARENDON TOWN SCHOOL DISTRICT 
ANNUAL REPORT (Continued) 


II. ENROLLMENT 


Grade 

Actual 

Actual 

Estimated 


1979-80 

1980-81 

1981-82 

1 

45 

31 

40 

2 

35 

46 

31 

3 

49 

31 

46 

4 

38 

45 

31 

5 

51 

41 

45 

6 

51 

54 

41 

Total Elementary 

269 

248 

234 

7 

29 

54 

55 

8 

42 

31 

54 

9 

44 

46 

30 

10 

45 

44 

46 

11 

39 

49 

42 

12 

32 

39 

49 

Total Secondary 

231 

259 

276 

TOTAL 

500 

507 

510 


III. SUPERINTENDENT’S REPORT 

A. Enrollment: 

During the 1979-80 School Year the elementary school enrollment reached a 
high point of 269 students. We are now in a slight downward trned, with 248 students 
this year and a projection of 234 for next year, On the other hand, the secondary 
school enrollment is showing an increase as noted by the above table. 

B. Personnel: 

This year our teaching staff has one new member, Kathleen Jacob, who replaces 
Richard Wyman at the sixth grade. In November we hired a new Principal, Mrs. 
Veronica Solomka, to replace John Kaldy, who resigned to accept another position. 
Mrs. Solomka brings to Clarendon a wealth of knowledge and experience. We are in¬ 
deed fortunate to have her as our new Principal. 

C. Curriculum: 

During the past five years we have received all major curriculum areas. We are 
presently acquiring materials and teaching aides to supplement our new science pro¬ 
gram. Also, through small grants from the State Education Department, to the super¬ 
visory union, we are exploring alternatives in Career Education and programs for 
Gifted and Talented students. Looking ahead to next year we have plans to review our 
reading program and strengthen this area. 

D. Budget Analysis: 

There is a complete outline of the proposed budget for the 1981-82 School Year 
included in the enclosed financial statements. This proposed budget has total expen¬ 
ditures of $463,073.00, including the proposed $5,000.00 for the building 
maintenance sinking fund. The major increases are as follows: 

Instruction (Salaries) $25,600.00 

Special Education (Tuition) 6,000.00 

Library 2,000.00 
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Administration 5,000.00 

Fiscal Services (Interest) 2,400.00 

Buildings & Grounds (Electricity) 14,000.00 

Transportation 5,000.00 


The tax figure necessary to support this budget is $48,429.00 (Including 
$5,000.00 for the building maintenance sinking fund). Thus the increase in taxes is 
much less than the total increase in the budget. This is due to more state aid revenue in 
1980-81 than anticipated and a larger carry over of unexpended funds. 


IV. SCHOOL TAX SUMMARY 



Actual 

Actual 

Proposed 


1979-80 

1980-81 

1981-82 

Mill River Assessment 

$409,111.00 

$444,925.00 

$467,823.00 

Elementary Taxes 

35,053.00 

43,829.00 

48,429.00 

Total Taxes 

$444,164.00 

$488,754.00 

$516,252.00 


One important note about your assessment to Mill River. In 1981-82 it will decrease 
from $1,926.00 to $1,806.00 per student. 


V. STATEMENT OF LIABILITIES 

School Construction Bonds—Vermont Municipal Bond Bank 


Original Bonds 

Paid to June 30, 1980 

Balance 


$440,000.00 

$220,000. 

00 

$220,000.00 




Dec. 1 

Dec. 1 

June 1 

Total 

Fiscal Year 

Principal 

Interest 

Interest 

Interest 

1 

1980-81 

$ 20,000.00 

$ 5,200.00 

$ 4,725.00 

$ 9,925.00 

2 

1981-82 

20,000.00 

4,725.00 

4,305.00 

9,030.00 

3 

1982-83 

20,000.00 

4,305.00 ' 

3,875.00 

8,180.00 

4 

1983-84 

20,000.00 

3,875.00 

3,430.00 

7,305.00 

5 

1984-85' 

20,000.00 

3,430.00 

2,970.00 

6,400.00 

6 

1985-86 

20,000.00 

2,970.00 

2,500.00 

5,470.00 

7 

1986-87 

20,000.0a 

2,500.00 

2,020.00 

4,520.00 

8 

1987-88 

20,000.00 

2,020.00 

1,530.00 

3,550.00 

9 

1988-89 

20,000.00 

1,530.00 

1,030.00 

2,560.00 

10 

1989-90 

20,000.00 

1,030.00 

520.00 

1,550.00 

11 

1990-91 

20,000.00 

520.00 

-0- 

520.00 


Totals 

$220,000.00 

$32,105.00 

$ 26,905.00 

$ 59,010.00 


TOWN OF CLARENDON SCHOOL DISTRICT 
Treasurer’s Report of Cash Receipts & Disbursements 


I. Balance July 1, 1979 $ 62,459.79 

II. Receipts 
A. Revenue: 


Taxes-Elementar y 

$ 35,053.00 


Taxes-Mill River 

409,111.00 


General State Aid 

273,472.00 


State Bond Reimbursement 

7,388.75 


Transportation-Mill River 

7,197.00 


Newton Fund 

1,570.71 


Interest on Investments 

16,016.96 


Rent 

1,300.00 


Misc. Local Income 

2,100.00 


Rebates & Refunds 

608.67 


TOTAL REVENUE 

$753,818.09 


B. Non-Revenue: 

State-School Lunch 

21,543,13 


Loans 

250,000.00 


TOTAL NON-REVENUE 

$271,543.13 


TOTAL RECEIPTS 


$1,087,821.01 

III. Disbursements 

School Director’s Orders 

A. Expenditures 

Elementary 

$361,645.93 


Mill River Assessment 

409,111.00 


TOTAL EXPENDITURES 

$770,756.93 


B. Transfers 

School Lunch 

21,543.13 


Loans 

250,000.00 


Clearing Accounts 

591.20 


TOTAL TRANSFERS 

$272,134.33 


TOTAL DISBURSEMENTS 


$1,042,891.26 

IV. Ending Cash Balance 


$ 44,929.75 

BALANCE SHEET 


July 1, 1980 

Current Assets: 

Cash 

Checking Account 


$ 808.47 

Savings Account 


4-U121.28 

TOTAL ASSETS 


$44,929.75 

Liabilities & Fund Balance 


Outstanding Loan 


$ -0- 

Fund Equity 


44,929.75 


TOTAL 


$44,929.75 
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CLARENDON TOWN SCHOOL DISTRICT 
OPERATING STATEMENT 
TABLE I 


Balance July 1, 1980 

Add: Recpt.(Tble. II) 

Actual 

1979-80 

$ 62,405.26 
344,707.09 

Budget 

1980-81 

$ 28,046.00 
374,004.00 

Estimated 

Year End 
1980-81 

$ 45,466.00 
413,643.00 

Proposed 

Budget 

1981-82 

$ 45,659,00 
417,414.00 

Total: Bal. & Recpt. 

407,112.35 

402,050.00 

459,109.00 

463,073.00 

Less: Exp.(Tble. Ill) 

361,645.'93 

402,050.00 

413,450.00 

463,073.00 

Bal. June 30, 1980 

45,466.42 

0.00 

45,659.00 

0.00 

Cleaning Accts.. 

(536.67) 




Total Cash 

44,929.75 


. 



Code Account 

1000 Local Revenue 

1110 Elementary Taxes 

1500 Investments 

1990 Other Local Revenue 

Total Local Revenue 

3000 State Revenue 

3110 General State Aid 

3230 Indebt. School Constr. 

3900 Other State Revenue 

Total State Revenue 

1412 Transportation M.R. 


RECEIPTS 
TABLE II 


Actual 

1979-80 

Budget 

1980-81 

Estimated 
Year End 
1980-81 

Proposed 

Budget 

1981-82 

$ 35,053.00 
17,604.41 
3,991.93 

$ 43,829.00 
7,0 0 0.00 

2,0 0.00 

0 

$ 43,829.00 

io,o 0 o.oo 

2,0 0.00 

0 

$ 4g 429.00 
7^000.00 
2,000.00 

56,649.34 

52,829.00 

55,829.00 

57,429.00 

273,472.00 

7,388.75 

0.00 

307,000.00 

6,175.00 

0.00 

343,639.00 

6,175.00 

0.00 

345,000.00 

5,985.00 

0.00 

280,860.75 

313,175.00 

349,814.00 

350,985.00 

7,197.00 

8,000.00 

8,000.00 

9,000.00 

344,707.09 

374,004.00 

413,643.00 

417,414.00 


Total Receipts 






CLARENDON TOWN SCHOOL DISTRICT 
Expenditures 
Table III 


Code 

Account 

Actual 

1979-80 

Budget 

1980-81 

Estimated 
Year End 
1980-81 

Proposed 

Budget 

1981-82 

1100 

Instructional Programs 

Salaries 

$158,696.60 

$169,420.00 

$168,460.00 

$193,025.00 


Benefits 

14,148.73 

17,200.00 

15,843.00 

17,388.00 


Tuition-S.R.S. 

0.00 

3,000.00 

3,000.00 

3,000.00 


Books 

5,608.59 

5,500.00 

5,500.00 

7,200.00 


Supplies 

5,522.69 

6,000.00 

6,000.00 

4,825.00 


Equipment 

721.04 

500.00 

500.00 

1,149.00 


Total Instruction 

184,697.65 

201,620.00 

199,303.00 

226,587.00 

&1120 

Activities 

996.00 

1,177.00 

1,177.00 

1,332.00 

1200 

Special Education 

18,708.43 

18,000.00 

17,500.00 

25,000.00 

2130 

Health Services 

2,353.50- 

2,500.00 

2,489.00 

2,745.00 

2150 

Speech Services 

1,942.00 

2,000.00 

2,000.00 

2,200.00 

2210 

Improvement of Instr. 

0.00 

400.00 

400.00 

600.00 

2222 

Library & Audio Visual 

9,804.01 

13,057.00 

13,289.00 

15,281.00 

2310 

Board of Education 

1,795.21 

1,885.00 

1,945.00 

2,265.00 

2321 

Admin. R.S.S.U. 

8,569.00 

9,684.00 

9,577.00 

9,752.00 

2400 

School Admin. 

21,360.89 

23,816.00 

26,089.00 

28,761.00 






CLARENDON TOWN SCHOOL DISTRICT 


Code 

Account 

Expenditures 

Table III (Continued) 

Actual 

1979-80 

Budget 

1980-81 

Estimated 
Year End 
1980-81 

Proposed 

Budget 

1981-82 

2520 

Fiscal Services 

4,305.79 

4,362.00 

7,755.00 

6,896.00 

2540 

Buildings, Grounds, Equip. 

Salaries & Benefits 

$ 12,542.51 

$ 12,399.00 

$ 12,461.00 

$ 13,564.00 


Fuel Oil 

0.00 

0.00 

0.00 

0.00 


Electricity/Water 

29,935.32 

'35,000.00 

39,500.00 

48,000.00 


Repairs & Maint. 

1,478.59 

4,165.00 

3,160.00 

4,160.00 


Insurance 

1,462.00 

2,100.00 

1,800.00 

2,100.00 


Supplies & Equip. 

2,875.41 

3,200.00 

5,000.00 

3,000.00 

co 

Security 

0.00 

60.00 

80.00 

100.00 

Total Building 

48,293.83 

56,924.00 

62,001.00 

70,924.00 

2550 

Transportation 

Contracts 

25,123.4 fi 

27,400.00 

29,900.00 

32,350.00 


Special Education 

0.0 0 

500.00 

1,300.q0 

500.00 


Activities 

0.0q 

200.00 

200. 0 0 

250.00 


Field Trips 

o.o 0 

600.00 

600.q0 

600.00 


Salaries & Benefits 

O.Oo 

0.00 

O-oO 

0.00 


Maintenance 

0.00 

0.00 

0.00 

0.00 


Insurance 

0.00 

0.00 

o.oo 

0.00 


Operation 

0.00 

0.00 

0.00 

0.00 


Bus Purchase 

0.00 

0.00 

0.00 

0.00 


Total Transportation 

25,123.46 

28,700.00 

32,000.00 

33,700.00 


School Lunch 2,821.16 3,000.00 3,000.00 









CLARENDON TOWN SCHOOL DISTRICT 
Expenditure^ 

Table III (Continued) 
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SCHOOL DIRECTORS’ ORDERS DRA WN 
July 1, 1979 to June 30, 1980 


Regular Instruction 


110 

Regular Salaries 

$348,813.64 

120 

Substitutes 

8,253.25 

210 

Group Health Insurance 

20,654.7 3 

220 

Social Security 

21,897.62 

230 

Group Life Ins. 

812.10 

250 

Workman’s Compensation 

779.90 

260 

Unemployment Comp. 

1,736.00 

270 

Tuition Reimbursement 

1,255.00 

310 

Purchased Services 

149.23 

440 

Repairs to Equipment 

1,298.45 

590 

Misc. Purchased Services 

696.45 

610 

Supplies for Classrooms 

11,648.63 

630 

Books & Work Books 

6,923.21 

640 

Periodicals 

10.00 

690 

Misc. Supplies-Drama 

1,222.60 

740 

Replacement of Equipment 

2,814.99 

741 

New Equip, for Classrooms 

1,398.01 

Athletic 

Program 


110 

Salaries to Coaches 

6,500.00 

230 

Social Security 

397.65 

513 

Purchased Transportation 

178.74 

590 

Purchased Serv.-Officials 

3,329.80 

610 

Supplies for Athletics 

3,788.08 

810 

Dues 

296.75 

Special 

Education 


110 

Regular Services 

10,064.27 

120 

Substitutes 

425.00 

210 

Group Health Insurance 

279.80 

220 

Social Security 

617.71 

230 

Group Life Insurance 

26.30 

250 

Workman’s Compensation 

25.57 

260 

Unemployment Comp. 

130.00 

270 

Tuition Reimbursement 

256.00 

330 

Purchased Prof. Services 

4,000.00 

510 

Contracted Services 

4,375.00 

561 

Tuition for Special Ed 

18,371.82 

610 

Supplies for Classroom 

10.68 

630 

Books & Work Books 

21.80 

741 

New Equipment 

248.73 


Vocational Education 

561 Tuition paid to Rutland Voca¬ 
tional 26,794.35 


45 


$430,363.81 


14,491.02 


38,852.68 


26,794.35 








ANNUAL SCHOOL DISTRICT MEETING 
March 4, 1980 
Results of Votes: 

Article 4 To vote to authorize the School Directors to bor¬ 
row money temporarily as may be required to 
pay orders. 

Motion made to authorize School Directors to 
borrow money temporarily as required to pay 
orders, seconded and carried. 

Results of vote by Australian Ballot. 

Article 5. To vote to approve a total budget of 
$397,050.00 for the operation of the elemen¬ 
tary school and to appropriate the sum of 
$38,829.00 to be raised by taxes. 

YES 336 NO 174 

Article 6 To Vote to authorize the School Directors to 
establish a sinking fund for major building 
maintenance and to appropriate the sum of 
$5,000.00 to be raised by taxes for this pur¬ 
pose. 

YES 284 NO 237 

Moderator, one year term: Robert Stimson 438 

School Director Clarendon elementary school: three year term 
Robert Stimson 448 
Union # 40 School Director, three year term: 

Leland L. Congdon, Sr. 375 
Joseph B. Lynch 141 

ATTEST: Mae Belle Byrne Town Clerk 
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ANNUAL TOWN MEETING 
Clarendon, Vermont 
March 3-4, 1980 

WARNING: 

The legal voters of the Town of Clarendon are hereby notified and warned to meet 
at the Clarendon Elementary School on Monday, March 3, 1980 at 7:30 P.M., to act 
on Articles 1 thru 5; and to meet again on Tuesday, March 4, 1980, between the 
hours of 10:00 a.m. - 7:00 p.m. at the Clarendon Elementary School to vote by 
Australian Ballot on Articles 6-25. 


1st To act on Town Officer’s reports. 

2. To see jf the Town will pay taxes to the Treasurer. 

3. To see if the Town will authorize the Selectmen to borrow money in anticipation 
of taxes. 

4. To see if the Town will authorize the Selectmen to acquire by gift or purchase, 
land for a municipal forest to promote reforestation, water conservation and good 
forestry practices. 

5. To conduct any other lawful business. 

6. To elect all necessary officers. (Australian Ballot) 

7. Will the Town vote to raise by taxation the sum of $64,600 to provide funds 
toward the general budget. (Australian Ballot) 

8. Will the Town vote to raise by taxation the sum of $114,800 for maintenance of 
Town highways. (Australian Ballot) 

9. Will the Town vote to raise by taxation the sum of $2,200 for the support of the 
Rutland Visiting Nurse. (Australian Ballot) 

10. Will the Town vote to raise by taxation the sum of $2,500 towards the support of 
the Clarendon Fire Association. (Australian Ballot) 

11. Will the Town vote to raise by taxation the sum of $230 for support of the 
Alcoholism Information and Referral Center, Inc. (Australian Ballot) 

12. Will the Town vote to raise by taxation the sum of $500 to support the Claren¬ 
don Senior Citizens Meal Site. (Australian Ballot) 

13. Will the Town vote to raise by taxation the sum of $1,500 for the support of the 
Rutland Mental Health Service, Inc. (Australian Ballot) 

14. Shall the Town enter into an agreement for the formation of a union municipal 
district to be known as “Rutland County Solid Waste District" at an estimated first year 
cost of $1,230. (Australian Ballot) 

15. Will the Town vote to spend $8,600 of Revenue Sharing Funds as the Town’s 
cost of using the Danby Landfill. (Australian Ballot) 

16. Will the Town vote to raise by taxation the sum of $770 for the support of the 
Rutland Regional Planning Commission. (Australian Ballot) 

17. Will the Town vote to raise by taxation the sum of $200 for the support of the 
Rutland Opportunity Council. (Australian Ballot) 
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ANNUAL TOWN MEETING 
Clarendon, Vermont 
March 3-4 1980 


WARNING (Continued) 


18 Will the Town vote to raise by taxation the sum of $5,000 for the use of the In¬ 
dustrial and Commercial Development Committee in preparing preliminary engineer- 
ing, optioning land, planning a nd legal fees, and promoting industrial and commercial 
development m the Town of Clarendon. (Australian Ballot) 


19 Shall the Town adopt the Flood Hazard Bylaws which were tentatively adopted 
by the Board of Selectmen on August 13, 1979 pursuant to 24 V.S.A. Sec. 4412 (b) 
(These Flood Hazard Bylaws regulate development in flood hazard areas and flood- 
ways as designated by t h e Federal Insurance Administration in its Flood Insurance 
study of the Town of Clarendon with its accompanying Preliminary Flood Insurance 
Rate Maps dated January 31, 1979. The purposed of these bylaws is to prevent in¬ 
creases in flooding caused by u n cont r olled development of lands in flood hazard areas 
and floodways, to minimize losses due to flooding, to require that uses vulnerable to 
floods be Protected against flood damage at the time of construction and to make cer¬ 
tain Property owners whose property is vulnerable to floods eligible for flood in¬ 
surance. A copy of these Flood Hazard Bylaws is on file for public review in the office 
of the Cla r endon Town Clerk and the full text of these bylaws was mailed to residents 
(Australian Ballot) 


20. Will the Town vote tP spend up to $10,000 of Revenue Sharing Funds for 
specia 1 road projects. (Australian Ballot) 

21. Will the Town vote to spend up to $3,000 of Revenue Sharing Funds for the 
purchase of two, two-way radios for the Constables. (Australian Ballot) 

22 . Wilj the Town vote to spend $10,000 of Revenue Sharing Funds for the pur¬ 
chase of a dump truck. (Australian Ballot) 

23. Will the Town vote to spend $2,500 of Revenue Sharing Funds towards the sup¬ 
port of the Clarendon Fire Association. (Australian Ballot) 

2 l 4 ‘ as f ist in the development Q f an industrial base in the Town of Clarendon ’ 
shall the Selectmen be authorized to enter into contracts, for periods not to exceed five 
years, on new additions to commercial or industrial property, for the purpose of fixing 
the amount in money which shallbe paid as an annual tax upon such real and personal 
Property pursuant to the provisions of 24 V.S.A. 2741, the sum of taxes to be paid 
over the five year period to be n Q t less than two-thirds of the amount of tax paid if no 
stabilization agreement had been made. (Australian Ballot) 

25. Shall the Town C*erk be elected for a term of three years commencing with the 
i 98 i Annual Meeting (Australian Ballot) 


26. Shall the Town Treasurer be elected for a term of three 
the 1981 Annual Meeting (Australian Ballot) 


years commencing with 


Date at Clarendon February 2, 1980—M. Bryne, Clerk 

Town of Clarendon 
Board of Selectmen 
Gerald Cook 
Russell Carleton 
Alf Strom-Olsen 





RESULTS OF THE VOTING AT THE 
ANNUAL TOWN MEETING 

March 3, 1980 at 7:30 P.M. 

Moderator Harlow opened the meeting by reading the warning. 

Article 1. Motion was made by Alan Ridlon that the Town Officers report be ac¬ 
cepted, motion seconded by Robert King, motion was carried. 

Article 2. Motion by Betty Wehse to have the Town pay taxes to the treasure 1- , 
seconded by William Weeks, motion carried. 

Article 3. Gary Cuttita made motion to accept article 3 with an affirmative vote, 
seconded by Walter Wade and carried. 

Article 4. Willard Squier motioned that a vote of yes be cast for Article 4, seconded 
and carried. 

Article 5. New business—under this Article the motion was made that all futu r e Town 
reports carry the list of delinquent taxes and amounts owed, seconded by R. Kennie & 
Wm. Weeks and carried. 

Joseph Lynch offered an amended motion, not seconded, motion lost. 

Article 5~A. New Business—Betty Wehse acting as proxy for Katheryn Neil made 
the motion that: the selectmen be required to appoint a committee within 60 days of a 
minimum of three (3) financially oriented people to develop the procedures of 
establishing a multiple payment plan for the property tax payments in the Town of 
Clarendon. This committee to report back to the selectmen and to the people with an 
explanation on or before the January selectmen’s information meeting, with a warning 
prepared fo r the 1981 Town meeting or any Special Town meeting that may be called 
for before that date, motion was seconded by Paul Shedd, discussion followed, 
William Weeks asked for a standing vote, Moderator permited, results of standing 
vote was: YES 88 NO 19, motion carried. 

A discussion followed this vote as to its legality as the check list was not used. 
Moderator ruled that all voting to be considered legal voters. 

There was a suggestion that cards should be used for voting from floor, with check list 
at two entrances, only legal voters would be given voting cards. 

Articles 7 thru 26 were discussed. Mae Belle Byrne made motion that meeting be 
recessed until 10 A.M. Tuesday, motion was seconded by Karen Abare and carried by 
acclimation. 

Attest: Mae Belle Byrne, Clerk 
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ANNUAL TOWN MEETING, MARCH 4, 1980 

Results of vote by Australian ballot: 


Town Clerk; 


Auditor-3 year term: 


Mae Belle Byrne 

453 

Shirley Teer 

455 

Moderator: 


1st Constable: 


Robert Stimson 

432 

David Murray 

464 

Treasurer: 


2nd Constable: 


Ann Hubbard 

491 

Gilbert Baker 

317 

Selectman: 


James Tiraboschi 

196 

Frederick Harlow 

300 

Grand Juror: 


William Weeks 

220 

Thomas LaVictorie 

463 

Lister: 


Town Agent: 


Paul Shedd 

355 

George Ridlon 

487 

Auditor= 1 Year: 


Tax Collector: 


Arthur Knox, Sr. 

434 

John C. Colvin 

297 



George U. Holden 

231 


RESULTS OF THE ANNUAL TOWN MEETING MARCH 4, 1980 
By Australian Ballot: 




Number 

Number 



of 

of 



YES 

NO 



Votes 

Votes 

Article 7 

Will the Town vote to raise by taxation the sum 
of $64,600 to provide funds toward the general 
budget. 

351 

175 

Article 8 

Will the Town vote to raise by taxation the sum 
of $114,800 for maintenance of town 
highways. 

380 

150 

Article 9 

Will the Town vote to raise by taxation the sum 
of $2,200 for the support of the Rutland Visiting 
Nurse 

376 

155 

Article 10 

Will the Town vote to raise by taxation the §um 
of $2,500 towards the support of the Clarendon 
Fire Association. 

475 

62 

Article 11 

Will the Town vote to raise by taxation the sum 
of $230 for support of the Alcoholism Informa¬ 
tion and Referral Center. 

200 

329 

Article 12 

Will the Town vote to raise by taxation, the sum 
of $500 to support the Clarendon Senior 
Citizens Meal Site. 

445 

91 

Article 13 

Will the Town vote to raise by taxation the sum 
of $1,500 for the support of the Rutland Mental 
Health Service, Inc. 

236 

290 

Article 14 

Shall the Town enter into an agreement for the 
formation of a union municipal district to be 
known as “Rutland County Solid Waste 
District” at an estimated first year cost of $1,230 

319 

1 156 



Article 15 

Article 16 

Article 18 



Article 19 

Article 20 

Article 21 

Article 22 

Article 23 

Article 24 

Article 25 

Article 26 


Will the Town vote t6 spend $8,600 of 
Revenue Sharing Funds as the Town’s cost of 
using the Danby Landfill. 

Will the Town vote to raise by taxation the sum 
of $770 for the support of the Rutland Regional 
Planning Commission. 

Will the Town vote to raise by taxation the sum 
of $5,000 for the use of the Industrial and Com¬ 
mercial Development Committee in preliminary 
engineering, optioning land, planning and legal 
fees, and promoting industrial and commercial 
development in the Town of Clarendon. 

Shall the Town adopt the Flood Hazard Bylaws 
which were tentatively adopted by the Board of 
Selectmen on August 13, 1979 pursuant to 24 
V.S.A. Sec. 4412(b). 

Will the Town vote to spend up to $10,000 of 
Revenue Sharing Funds for special road pro¬ 
jects. 

Will the Town vote to spend up to $3,000 of 
Revenue Sharing Funds for the purchase of 
two, two-way radios for Constables. 

Will the Town vote to spend $10,000 of 
Revenue Sharing Funds for the purchase of a 
dump truck. 

Will the Town vote to spend $2,500 of 
Revenue Sharing Fund towards the support of 
the Clarendon Fire Association. 

To assit in the development of an industrial base 
in the Town of Clarendon, shall the Selectmen 
be authorized to enter into contracts...for the 
purpose of fixing the amount in money which 
shall be paid as an annual tax upon such per¬ 
sonal and real property... 

Shall the Town Clerk be elected for a term of 
three years commencing with the 1981 Annual 
Meeting. 

Shall the Town Treasurer be elected for a term 
of three years commencing with the 1981 An¬ 
nual Meeting. 


328 

184 

299 

369 

404 

301 

383 

479 

364 

372 

366 


ATTEST: Mae Bell Byrne Town Clerk 


209 

340 

231 

138 

129 

234 

146 

58 

156 

159 

165 
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WARNING 


TOWN OF CLARENDON, VERMONT 

SPECIAL MEETING, MONDAY, SEPTEMBER 8, 1980, 7:30 P.M. 
PRIMARY ELECTION, TUESDAY, SEPTEMBER 9, 1980, 10 A.M.-7 P.M. 
PLACE OF MEETING AND ELECTION: 

CLARENDON ELEMENTARY SCHOOL, NORTH CLARENDON, VERMONT 

SHALL THE SELECTMEN OF THE TOWN OF CLARENDON BE AUTHORIZ¬ 
ED, BUT NOT BE REQUIRED, TO ENTER INTO A CONTRACT WITH THE CITY 
OF RUTLAND (CITY) AND THE RUTLAND INDUSTRIAL DEVELOPMENT COR¬ 
PORATION (RIDC) FOR THE DEVELOPMENT OF AN INDUSTRIAL PARK AT 
THE AIRPORT IN CLARENDON INCORPORATING FOLLOWING SPECIFIC 
TERMS, AND ANY INCIDENTAL TERMS NECESSARY TO CARRY THEM OUT: 

1. LAND TRANSFERS—The City will (a) give to RIDC about 80 Acres of airport land 
for industrial development; and (b) give to Clarendon 20 acres of land at the airport 
adjacent to and westerly of Route 7B. 

2. CONSTRUCTION AND DEVELOPMENT—Construction of the industrial park, 
roads, water/sewer systems and other improvements will be paid by $900,000.00 of 
Federal grants, a Vermont Industrial Development Authority (VIDA) loan of about 
$400,000.00 and Contributions of $100,000.00 each from the City and RIDC. 

Proceeds from Industrial Park lot sales will be allocated as follows: (a) to VIDA to 
pay all or part of its loan to RIDC; (b) to RIDC and the City to repay their contributions. 
RIDC will develop the industrial park, and promote the sales of lots in the park. 

3. DIVISION OF TOWN TAXES—Increased Town taxes assessed and actually receiv¬ 
ed from taxation of park enterprises will be shared as follows: 

(a) As long as RIDC’s VIDA loan is outstanding, 20% to RIDC to pay the VIDA 
loan, 40% to the City and 40% to Clarendon; 

(b) After full payment of RIDC’s VIDA loan, 50% of the taxes to the City, for not 
: .ore than 50 years after the signing of the industrial park contract, and 50% to 
Clarendon. 

4. SPECIAL LEGISLATION—If necessary, the parties to the contract will seek State 
special legislation (a) to validate the contract or (b) to provide Clarendon with funds 
equal to reductions ineducation aid monies or other funds resulting from enlargements 
in the Clarendon Grand List attributable to increase property values in the industrial 
park, or both. 

Dated at the Town of Clarendon, Vermont this 7th day of July, 1980. 

Selectmen of the Town 
of Clarendon, Vermont 
Russell A. Carleton 
Alf Strom-Olsen 
Frederick D. Harlow 


Rec’d for Record:08-7-80 
Mae Belle Byrne 


SPECIAL TOWN MEETING MINUTES 
September 8, 1980 

Clarendon Elementary School, 7:30 P.M. 

In the absence of Moderator Stimson, selectman Carleton opened the meeting 
under VSA Title 17, sec. 712 which provides for the nominations for moderator. 

Paul Shedd nominated Leonard Catellier, seconded by R. Neil. 

Jeffery Taylor nominated Fredrick Harlow, seconded by R. Ha rr ison. 

R. Wilson nominated Alf Strom-Olsen, seconded by Ca r l Spangler. 

Carl Spangler made the motion that nominations cease, seconded by M. Byr n e, 
Motion was carried. 

W. Weeks made the motion that nominations be voted on pape r ballot. Not second. 

Mr. Harlow requested that his name be withdrawn from nomination, Mr. Strom 
Olsen requested that his name be withdrawn from nomination, Mode r ator accepted 

this. ' . . 

Reginald Wilson made motion that the chairman cast o n e vote for the remaining 
nominee, Leonard Catellier, motion was seconded by Paul Shedd, motion was voted 
by a show of hands and carried by acclimation- 
The special meeting was then turned over to moderator L- Cattellier. 

Paul Shedd; that the moderator read the warning as it appeared in posting and 
advertising. Moderator so acted. 

Moderator then advised voters present that this was the informational hearing as 
advertised. Town Clerk objected stating that this was a Special Town Meeting so warn¬ 
ed and as such would have to be concluded in some manner befo r e the information 
meeting could be heard, discussion followed, Town Clerk insisting that some form of 
action was to take place that would separate the t w o meetings. 

George Holden made the motion that articles of special town meeting be tabled and 
to hold informational meeting. This motion was seconded- Mr- Weeks requested infor¬ 
mation and a point of order as to the valididty of the request by the Town Clerk request 
to separate the meeting. Moderator was advised that Mr- Holden’s motion was a pro¬ 
per motion and should be brought to a vote, discussion, moderator then asked for a 
vote by hand, result of hand vote, Yes= 18, No=8 motion was ea r ried to table Ar¬ 
ticles. As a result of this vote Moderator ordered Articles tabled and r ece ssed special 
meeting in favor of the informational meeting, at this point cle r k ceased to take minutes 
and Moderator turned meeting over to the selectmen- 

Special town meeting was resumed at 9:45 P.M. with the selectmen tur n ing the 
meeting back to the moderator by motion made by selectman Harlow and seconded by 
selectman Carleton, motion carried. 

William Weeks made motion that moderator rule the previous motion out of order 
under section 2664 VSA 11 Chapter 55 subchapter 2, Weeks'motion was seconded 
by R. Neil. Point of information requested by selectman Harlow and by Gary Cuttita 
ruling that would be made by moderator. Moderator stated that he could not make a 
ruling, selectman Harlow advised moderator that the voters would decide the issue at 
the Dolls, and that the. appeal of motion was not acted on- 

Motion was made and seconded to recess until tomorrow at 10 A.M- Motion car¬ 
ried. 

Attest: Mae Belle Byrne 
Clerk 
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SPECIAL TOWN MEETING 
November 3, 1980 
Clarendon Elementary School 

Present: Selectmen, Russell Carleton, Alf Strom-OUen, Fred Harlow. 

Meeting ope n ed at 7:30 P.M. by Moderator Robert Stimson. 

Mr. Stimson opened the meeting by reading the warning; 

WARNING, TOWN OF CLARENDON, VERMONT 

The legal voters of the Town of Clarendon are hereby warned to meet for the 
Special Meeting, Monday, November 3, 1980, 7 ; 30 P.M. General Election Tuesday 
November 4, 1980, 10:00 A.M.-7:00 P.M. Place of Meeting and Election; Clarendon 
Elementary School, North Clarendon, Vermont, 

Shall the Action taken* at the meeting of this town held on September 9, 
1980 authorizing the selectmen to sign a contract with the Rutland City and 
the Rutland Industrial Development Corporation for the Development of an 
Industrial Park at the Airport in Clarendon be voided, cancelled and 
rescinded? 

‘Note: THE ACTION WAS APPROVAL OF THE FOLLOWING QUESTION: 

Shall the Selectmen of the Tow n of Clarendon be authorized, but not be required, to 
enter into a contract with the City of Rutland (City) and the Rutland Industrial 
Development Corporation (RIDC) for the development of an Industrial Park at the Air¬ 
port in Clarendon, incorporating the following specific terms and any incidental terms 
necessary to carry them out: 

1. LAND TRANSFERS—The City will (a) give to RIDC about 80 Acres of airport la n d 
for industrial development; and (b) give to Clarendon 20 acres of land at the airport 
adjacent to and westerly of Route 7B. 

2. CONSTRUCTION AND DEVELOPMENT-Construction of the industrial park, 
roads, water/sewer systems and other improvements, will be paid by $9,00,000.00 of 
Federal grants, a Vermont Industrial Development Authority (VIDA) loan of about 
$400,000.00 and Contributions of $100,000.00 each from the City and RIDC. 

Proceeds from Industrial Park lot sales will be allocated as follows: (a) to VIDA to 
pay all or part of its loan to RIDC; (b) to RIDC and the City to repay their contributions. 
RIDC will develop the industrial park, and promote the sales of lots i n the park. 

3. DIVISION OF TOWN TAXES—Increased Town taxes assessed and actually receiv¬ 
ed from taxation of park enterprises will be shared as follows: 

(a) As long as RIDC’s VIDA loan is outstanding, .20% to RIDC to pay the VIDA 
loan, 40% to the City and 40% to Clarendon; 

(b) After full payment of RIDC’s VIDA loan, 50% of the taxes to the City, for not 
more than 50 years after the signing of the industrial park contract, a n d 50% to 
Clarendon. 

4. SPECIAL LEGISLATION—If necessary, the parties to the contract will seek State 
special legislation (a) to validate the contract or (b) to provide Clarendon with funds 
equal to reductions ineducation aid monies or other funds resulting from enlargements 
in the Clarendon Grand List attributable to increased property values in the industrial 
park, or both. 
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The above minutes are as accurate as I could make them, therefore I cannot be held 
responsible for any errors there may be. 

Results of voting by Australian ballot, September 9, 1980 10 A.M. to 7 P.M. 


Special Town Meeting: 
YES 242 


NO 182 BLANK 4 

Attest: Mae Belle Byrne 
Clerk 


SPECIAL TOWN MEETING NOVEMBER 3, 1980 

Moderator Stimson opened the meeting by reading the Warning and the ballot. 
Robert Neil made the motion to recess until the next day, motion was seconded by 
Robert Bixby, Motion was carried by acclimation- 

Meeting was recessed at 7:40 P.M. 

RESULTS OF SPECIAL TOWN MEETING-ELECTION-NOVEMBER 4, 1980 

OFFICIAL BALLOT 
NOVEMBER 4, 1980 

Shall the action taken* at the meeting of this town held on September 9, 1980 
authorizing the selectmen to sign a contract with Rutland City a n d the Rutland In¬ 
dustrial Development Corporation for the development 0 f an Industrial park at the Air¬ 
port in Clarendon be voided, cancelled and rescinded? 

Yes-374 No-504 

ATTEST* Mas Bells Byr^e, Clerk 
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BIRTHS 1980 


Date 

Name 

Parents 

1-2-80 

Sheeran, Kate Meredith 

Elizabeth Louise Walsh 

John Paul Sheeran Jr. 

1-8-80 

Valladares, Jennifer Kaye 

Gilda Guadalupe Caceres 

Raul Enrigue Vailadares 

1-15-80 

Moore, Philip Clayton 

Lynn Mary Dambrowski 

Gary Burt Moore 

1-19-80 

Fredette, Joshua Lee 

Laura Ann Curry 

Ronald Joseph Fredette 

1-19-80 

Burton, Andrea Jean 

Susan Jane Rogers 

Craig Raymond Burton 

2-6-80 

Corey, Tiffany Beth 

Linda Ann Beauchain 

Roy Gordon Corey, Jr. 

2-15-80 

Raiche, Christina Marie 

Mary Jane Antonette Ciccoteili 
Robert Charies Raiche 

2-21-80 

Popovitch, Brandy Ann 

Linda I. Pease 

Peter M. Popovitch 

2-26-80 

Cook, Shannon Courtney 

Kathleen Veronica Larkin 
Gerald Royal Cook 

2-27-80 

Harlow, Frederick David 

Mary Aileen Gieason 

Frederick DeGroat Hariow 

3-1-80 

Gould, Keri Alice 

Amy Louise Fowler 

Theodore Allen Gould 

4-4-80 

A.iexander, Jared Terry 

Cheryl Ann Tucker 

Terry Charles Alexander 

4-7-80 

Lanfear, Christopher Joseph 

Valarie Lynn Stratton 

Harold C. Lanfear 

5-8-80 

Parker, Meiissa Marie 

Beverly Jean Moon 

Frank Joseph Parker 

^5-9-80 

Strom-Olsen, Russell William 

Melissa Peari Stone 

Alf Russell Strom-Olsen 

5-20-80 

Foster, Mark Wesiey 

Davida Amy Royce 

Preston John Foster 

t 6-6-80 

Congdon III, Edward George 

Margie Keerton 

Edward George Congdon, Jr. 

6-27-80 

Cook II, Christopher John 

Diane Marie Regula 
Christopher John Cook 

7-13-80 

Niles, Jessica Lynn 

Shari C. Stocker 

William Dean Niles 

7-18-80 

Lane, Jennifer Nichole 

Margaret Alma Harvey 

Barry Scott Lane 

8-12-80 

Sweetser, Hylle Anne 

Lorena Elaine Sanford 

James Joseph Sweetser 

8-13-80 

Barker, David Paul 

Christine Marie Peer 

David Byron Barker 

8-28-80 

Coiomb, Jr. Thomas Wayne 

Lynn Marie Brown 

Thomas Wayne Coiomb 

8-23-80 

Giovanni, Paolo Romeo 

Donna Marie Kinsman 

Joseph Anthony Romeo 
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9-18-80 

Enman, Christopher Shawn 

Claudette Eiaine Desilets 

Blair John Enman 

10-3-80 

Earle, Miranda Margaret 

Joanne Sarah Stevens 

Douglas Cecil Earie 

10-14-80 

Rajda, Lindsey Marie 

Mary Beth Stratton 

J 


James Philip Rajda 

10-22-80 

Page, Tia Marie 

Barbara Etta Nesbitt 

Howard Clayton Page 

10-23-80 

Fowler, Kevin John 

Katherine Francis Christiansen 
John Raymond Fowier 

10-29-80 

Derepentlgny, Amy Joe 

Shawn Joy Crockett 

10-29-80 

Derepentlgny, Amanda Sue 

Joseph Ernest Derepentigny 

11-24-80 

Haddix, Hannah Jo 

Daniel Boyd Haddix 

Bonnie Lea Poweil 

12-14-80 

Holland, Jenny Marie 

Richard Lawrence Holland 
Susan Eileen Belock 
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DEATHS 1980 


Date 

Name 

Place 

Age 

1-3-79 

Heath, Ralph Bernard 

Warren, Ohio 

51 

1-1-80 

Heath, Viola L. 

Rutland, Vt. 

84 

1-20-80 

Horvath, Robert M. 

Clarendon, Vt. 

49 

3-2-80 

LaCross, Mina F. 

Rutland, Vt. 

79 

3-8-80 

Williams, Maude 

Fair Haven, Vt. 

96 

3-11-80 

Hammond, Marcus S. 

Rutland, Vt. 

48 

4-10-80 

Woods, Eric 

Clarendon, Vt. 

23 months 

4-20-80 

Weeks, Amherst B. 

Rutland, Vt. 

93 

5-6-80 

Bushee, Ethel A. 

Rutland, Vt. 

40 

6-26-80 

Gregory, Gary 

Rutland, Vt. 

19 

7-7-80 

O’Dell, Richard H. 

Rutland, Vt. 

69 

7-9-80 

Murphy, Timothy J. 

Rutland, Vt. 

82 

7-11-80 

Porter, John Fairfield 

Clarendon, Vt. 

46 

7-25-80 

Grady, Frances E. 

Clarendon, Vt. 

62 

7-25-80 

Grady, Frank Francis 

Clarendon, Vt. 

75 

7-25-80 

Carleton, Doris A. 

Rutland, Vt. 

75 

8-10-80 

Spencer, Bernard F. 

Clarendon, Vt. 

66 

8-19-80 

Gill, Lulu 

Rutland, Vt. 

91 

9-7-80 

Coburn, Pearl 

Rutland, Vt. 

63 

9-11-80 

Carrara, Florence 

Rutland, Vt. 

53 

11-11-80 

White, Martha S. 

Rutland, Vt. 

64 

11-15-80 

Page, Monty Harry 

Clarendon, Vt. 

75 

11-24-80 

Hance, Gertrude 

Rutland, Vt. 

95 

11-26-80 

Frank, Ernest 

Rutland.Vt. 

74 

12-4-80 

Nelson, Blanche 

Rutland, Vt 

88 

12-22-80 

Carrara, Gelsomlna D. 

Rutland, Vt. 
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VITAL STATISTICS 
1980 

MARRIAGES 


Date 

Groom 

Bride 

1-12-80 

Butterfoss, Jr., Calrl Lester 

Mayo, Linda Anne 

1-20-80 

Pittrich, Robert Thomas 

Nevin, Susan Merrill 

2-16-80 

Niles, William Dean 

Stocker, Shari Lynn 

2-23-80 

Bourassa, Alphonse Joseph 

McClure, Karen Jean 

3-29-80 

Brown, Paul Henry 

Kennedy, Kathleen Marie 

3-29-80 

Lafond, Henry Marc 

Hall, Joyce Mae 

4-19-80 ' 

Bissette, Stephen J. 

Ellis, Linda J. 

4-19-80 

Gregory, Robert W. 

Davis, Cathi Rae 

5-17-80 

Gillam, Michael Louis 

Doulens, Gail Ann 

5-24-80 

Seaton, John Bryant 

McNolty, Cathleen E. 

6-7-80 

Chambers, Andrew A. 

Hawkins, Anita Fay 

6-9-80 

Walker, Leonard James 

Haley, Ingrid Maria 

6-14-80 

Whitehead, Charles Garnett 

Coryell, Susan Jane 

6-14-80 

Raymond III, Andrew T. 

Ray, Terri Lynn 

6-21-80 

Senecal, Louis Ernest 

Shackett, Mary Margaret 

7-8-80 

Cruclttl, Ralph A. 

Brown, Debra L. 

7-12-80 

Ward, Michael C. 

Barrows, Theresa L. 

8-3-80 

Baker, Edward R. 

Gilman, Janet C. 

8-10-80 

Osgood, Van L. 

Robinson, Marjorie B. 

8-15-80 

Heberlie, Edward Charles 

Senecal, Carole Jean 

8-23-80 

Smith, Charles Myron 

Reynolds, Nancy Lee 

8-29-80 

Ward, Cornelius A. 

Grabowski, Judith A. 

9-6-80 

Jackson, Mark Sayre 

Bersaw, Janet Louise 

10-10-80 

Moilanen, John Richard 

Gallagher, Linda Louise 

10-18-80 

Ridlon Jr. Alan George 

Hebert, Kimberly Jean 

10-29-80 

Burke, Patrick O. 

Robinson, Pamela Leigh 

10-29-80 

Robinson, Jack Scott 

Lee, Judith S. 

11-1-80 

Flanders, Ellis James 

Hoffman, Charlotte May 

11-8-80 

LaFrance, William Daniel 

Johnston, Gail Sandra 

11-19-80 

Chapman, Gary R. 

Wells, Kathleen M. 

12-8-80 

Merriman, Warren C. 

Allen, Donna Marie 

11-28-80 

Lanfear, Stephen Douglas 

Sanford, Terrie Lynn 

12-31-80 

Goolsby, Ronnie Wayne 

Wheeler, Ann Elizabeth 


58 


59 




CLARENDON TOWN SCHOOL DISTRICT 
WARNING 

ANNUAL SCHOOL DISTRICT MEETING 


The legal voters of the Town School District of Clarendon, Vermont are hereby 
notified and warned to meet at the Clarendon Elementary School at seven-thirty 
(7:30) o’clock in the evening on Monday, March 2, 1981, for the annual town school 
district meeting. The polls will be open on Tuesday, March 3, 1981, at the Clarendon 
Elementary School, from ten (10) o’clock in the morning until seven (7) o’clock in the 
evening for the purposef voting by Australian Ballot. The business to be transacted will 
include: 

ARTICLE I To elect a moderator for a term of one year. (Australian Ballot) 

ARTICLE II To elect a school director for a term of three years. (Australian 


ARTICLE III 
ARTICLE IV 
ARTICLE V 

ARTICLE VI 

ARTICLE VII 


Ballot) 

To elect one director to the Mill River Union District 40 Board 
for a term of three years. (Australian Ballot) 

To vote to authorize the School Directors to borrow money tem¬ 
porarily as may be required to pay orders. 

To vote to approve a total budget of $458,073.00 for the opera¬ 
tion of the elementary school and to appropriate the sum of 
$43,429.00 to be raised by taxes. (Australian Ballot) 

To vote to appropriate the sum of $5,000.00 to be raised by 
taxes and to be placed in a Sinking Fund for major building 
maintenance. (Australian Ballot) 

To transact any other business proper to be done at said 
meeting. 



School Directors 
Robert Stimson, Chairman 
Leland Congdon 
Sherry Mayo 

Dated at Clarendon, Vermont on January 26, 1981 
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CLARENDON ANNUAL TOWN MEETING 
WARNING 


The legal voters of the Town of Clarendon are hereby notified and warned to meet 
at the Clarendon Elementary School on Monday, March 2, 1981, at 7:30 p.m., to act 
on Articles 1 thru 5, and to meet again on Tuesday, March 3, 1981, between the 
hours of 10:00 a.m .—1 p.m. at the Clarendon Elementary School to vote by 
Australian Ballot on Articles 6 thru 21. 


ARTICLE 1. 
ARTICLE 2. 
ARTICLE 3. 

ARTICLE 4. 

ARTICLE 5. 
ARTICLE 6. 
ARTICLE 7. 

ARTICLE 8. 

ARTICLE 9. 

ARTICLE 10. 

ARTICLE 11. 

ARTICLE 12. 

ARTICLE 13. 

ARTICLE 14. 
ARTICLE 15. 

ARTICLE 16. 
ARTICLE 17. 

ARTICLE 18. 
ARTICLE 19. 


To act on all Town Officers’ reports. 

To see if the Town will pay taxes to the Treasurer. 

To see if the Town will authorize the selectmen to borrow 
money in anticipation of taxes. 

To see if the Town will authorize the selectmen to acquire by gift 
or purchase, land for a municipal forest to promote reforesta¬ 
tion, water conservation and good forestry practices. 

To conduct any other lawful business. 

To elect all necessary Town Officers. (Australian Ballot) 

Will the Town vote to raise by taxation the sum of $64,600.00 
to provide funds toward the general budget. (Australian Ballot) 
Will the Town vote to raise by taxation the sum of $119,400.00 
for the maintenance of Town highways. (Australian Ballot) 

Will the Town vote to raise by taxation the sum of $2,400.00 for 
the support of the Rutland Visiting Nurse Assoc. (Australian 
Ballot) 

Will the Town vote to raise by taxation the sum of $640.00 for 
the support of the Alcoholism Information and Referral Center, 
Inc. (Australian Ballot) 

Will the Town vote to raise by taxation the sum of $600.00 to 
support the Clarendon Senior Citizens meal site. (Australian 
Ballot) 

Will the Town vote to raise by taxation the sum of $1,600.00 for 
the support of the Rutland Mental Health Services, Inc. 
(Australian Ballot) 

Will the Town vote to raise by taxation the sum of $500.00 for 
the support of the Bennington-Rutland Opportunity Council. 
(Australian Ballot) 

Will the Town vote to raise by taxation the sum of $2,500.00 for 
the Clarendon Fire Association. (Australian Ballot) 

Will the Town vote to spend $9,300.00 of Revenue Sharing 
fund as the Town costs of using the Danby Landfill. (Australian 
Ballot) 

Will the Town vote to spend up to $10,000.00 of Revenue 
Sharing Funds for special road maintenance. (Australian Ballot) 
Will the Town vote to spend $3,500.00 of Revenue Sharing 
Funds toward the support of the Clarendon Fire Association. 
(Australian Ballot) 

Will the Town vote to spend up to $4,000.00 of Revenue Shar¬ 
ing Funds for the purchase of a new copier. (Australian Ballot) 
Will the Town vote to spend up to $3,500.00 of Revenue Shar¬ 
ing Funds for an audit of the Town accounts and the Towns 
Revenue Sharing fund. (Australian Ballot) 
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ARTICLE 20. Will the Town vote to spend up to $2,000.00 of Revenue Shar¬ 

ing fund for cemetary maintenance. (Australian Ballot) 
ARTICLE 21. Will the Town vote to withdraw from the Rutland County Solid 

Waste District. (Australian Ballot) 

Town of Clarendon Board of Selectmen 
Russell Carleton 
Alf Strom-Olsen 
Frederick Harlow 

Dated at Clarendon January 29, 1981 
M. Byrne, Clerk 
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CORRECTIONS 
PLEASE TAKE NOTICE 

1 age 5—Under 1980 Budget” Other Expenditures— 
Delete 265 

Pflg’C 10—Under “Revenue Sharing Fund” Term Cer¬ 
tificated-Should read $28,639.49 

Pflg'C 10—“Buildings” Total should read $61,939.00 

Pflge 10—“Totals” should read $197,589.00 

Pnge 16—“1970”, Atwood—should read $145.32 

Page 39 “Balance Sheet” Savings Account should 
read—-$44,121.28 

Page 45—Delete entire page. 

Page 51—Article 17 Will the Town vote to raise, by 
taxation, the sum of $200.00 for the support 

of the Rutland Opportunity Council. Yes_152 

No—373. 
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